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American Steel & Wire Company 



Miscellaneous Nails and Brads 
in Packages 




LARGE MARKINGS DETERMINE 



American Steel & Wire Company 



List Prices of Miscellaneous 
Wire Nails and Wire Brads 

(For Pearson Coated Nail List see Pages 46 to 52.) 
Subject to change without notice. 
Per Pound for 1, 5 or 10-Pound Package. 
In ordering, state whether flat heads or brad heads 
are wanted. 



No. ft-Inch No. Vi-Inch 

20 $1.80 

21 2.00 

22 2.20 



No. l/4-lnch 



$1.1 

1.25 
. 1.55 
.1.90 
. 2.15 
. 2.35 
. 2.55 
. 3.10 



No. Vi-Inch 

1* $0.55 

15 " 

1* 

17 

18 

W 



24 

No. 3 /i»Inch 



Jo. 1-Inch 

7 to 12 ....$0.30 



io. I'/s-Inofa 
7 to 12 ....$0.30 



.7018 43 



I' i «»d 1%-Ineh 



1 1 2 mad 1 VI urli 

4 to 13 $0.29 



No. l%*Iiieh 
4 to 13 $0.28 



Jo. 2-Inch 
3 to 10 $0.27 



*o. 2*/ 4 .Incb 

3 to 10 . . ..$0.27 



No. 2%-Inch 
3 to 10 .. ..$0.26 



No. 234-Inch 
3 to 10 $0.26 



to, 3- Inch 

3 to 10 $0.25 



12. . . 



.27 



No. 3Vi-Iuoh 

3 to 10 $0.23 

1 2* 

12.- 27 

No. 3V 2 -Inoh 

to 10 $0.23 

II 26 

Jo. 4-1 neb 

3 to 10 $0.25 

11 2b 



See Quantity Extras on Less Than 100 Pound 

Items Not Carried in Stock 
List of Extras and Deductions from List Prices 
Subject to Discount 

Add to list 4 cents per pound for cement coating. 
Add to list 6 cents per pound for J^-pound paper boxes. 
A 55 to , st 12 cents per P° un d for 3^-pound p ape r boxes. 
Add to list 3 cents per pound for barbing. 
Add to list 3 cents per pound for annealing. 
Add to list 3 cents per pound for bluing. 
£5 5 to 1 list 3 cents P er Pound for Special Heads or Headless. 
Add to list 3 cents per pound for Needle Points or any Special Points. 
l<or 10-pound wooden boxes add to net prices 50 cents per 100 
pounds. 

Deduction for 25 and 50- pound wooden boxes, 2 cents per pound. 
Deduction for 100-pound kegs, 4 cents per pound. 
For lengths not listed, use list price for same gauge in nearest shorter 
length. 

For nails, finer than full gauge, apply list price of same length in 
next finer gauge. For example, for No. 18^ gauge use No. 19, etc. 
Nails heavier than listed at special net prices, according to quantity. 
Galvanizing, tinning, brass plating, coppering nails, at special prices. 
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American Steel & Wire Company 



Stock items of Bright Miscellaneous Wire Nails and Brads regu- 
larly furnished in any quantity — kegs, wooden boxes and papers. 

BRIGHT— FL A T HEAP — SM OOTH WIRE NAILS— — DIAMOND POINT " 
No. % x 21 y % x 18 



110. 7g x <si 78 * "> 

21 Y % x 21 No. % x 18 

3^x20 18 Hxl8 No. 
tIx 20 1 x18 16 

No. tsx20 }^xl| 
20 M x 20 1J4 x 18 

% x 20 H x 17 

1 x 20 H x 17 

3^ x 19 ^ * 17 

No. Hxl8 No. Hxl6 

18 Mxl8 16 frS* 16 



x 16 




78 x 14 


x 16 




74 X 14 


x 16 




14 X 14 


x 16 


No, 


1 x 14 


x 16 


14 


I74 x 14 


x 16 




I72 x 14 


x 16 




I74 x 14 


x 16 




2 x 14 


x 15 




74x13 


x 15 




X8X13 


x 15 




1 x 13 


x 15 


No. 


I74 x 13 


x 15 


13 


iy 2 x 13 


x 15 




I74X 13 


x 15 




2 x 13 


x 15 




2^x 13 
3 x 13 





x 12 




%x 12 




1 x 12 


No. 


I74 x 12 


12 


I72 x 12 




I74 x 12 




2 x 12 




272X 12 




3 x 12 


No. 


2 x 11 


11 


272 x 11 




3 x 11 


No. 


2 x 10 


10 


2H x 10 




3 x 10 



BRIGHT— FLAT HEAD — SMOOTH NAILS NEEDLE POINT 

No. % x 17 2 x 16 No. iy 4 x 14 



No. 


78X21 




1 x 19 


21 


72X21 
78X20 




72X18 


No. 


Mx20 


No. 


H x 18 


20 


78X20 

34x20 

Mxl9 
Hxl9 


18 


H x 18 
KxlS 
1 x 18 
l l 4x 18 


No. 


5^x19 


No. 


Hxl7 


19 


7|xl9 

78X19 


17 


% x 17 
H x 17 







i^u. 7g a 11 & a iu i^w. j. 74 a !•* 

17 1 x 17 37 x 15 H I72 x 14 

174X17 Alii 1 ^ XH 

1^x17 No ./\l1 2 xH 

^xl6 15 1^x15 I** 1 * 

Qlll 1^x15 1^x13 

V„xl6 No. 1^x13 

No.l /8 Me 2 xl5 UlHxUj 

16 IK x 16 No. Tlx 14 2 I \\ 

I72 x 16 14 78 x 14 2 ^ x 13 

1% x 16 1 x 14 



BRIGHT— WIRE BRADS DIAMOND POINT 



No, 




24 


7^x24 


No. 


78X22 


22 


72x22 


No. 


78X21 


21 


Hx2I 




%x21 




78X20 


No. 


72X20 


20 


78X20 




Mx20 


No. 


Hxl9 


19 


78X19 



No. 


74X19 
Kxl9 
1 x 19 


No. 


1^x17 


19 


17 


I72X 17 

78X16 




Kxl8 

78X18 




«xl6 






78X16 




Mxl8 


No. 


1 x 16 


No. 


Kxl8 


16 


I74 x 16 


18 


1 x 18 
I74 x 18 
1^x18 
V S xl7 




I72 x 16 
IH x 16 
2 x 16 

1 x 15 


No. 


Mxl7 


No. 


I74 x 15 


17 


78X17 
1 xl7 


15 


\y 2 x 15 

I74 x 15 
2 x 15 



1 x 14 iy 2 x 12 

I74 x 14 1% x 12 

V/ % x 14 No. 2 x 12 

No. I74 x 14 12 274 x 12 

14 2 x 14 272 x 12 

2^ x 14 2% x 12 

2H x 14 3 x 12 

3 x 14 No. 2 x 11 

172x13 11 2Hx 11 

134x13 3 xll 

No. 2 x 13 2 x 10 

272 x 13 10 3 x 10 

6 x 16 4 x 10 



BRIGHT— WIRE BRADS NEEDLE POINT 



No. 


78X20 


74 x 19 


I74 x 18 


No. 78 x 16 


I74 x 16 


20 


3^x20 


No. Hxl8 


No. 78X17 


16 H x 16 


No. 1 x 15 




78X20 


18 78X 18 


17 74X 17 


Kxl6 


15 1U x 15 




%x2Q 




78X17 


1 x 16 


1H x 15 


No. 


Hxl9 


Kxl8 


1 x 17 




19 


Hxl9 


1 x 18 


IK x 17 
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All Other Sizes and Styles at Follow- 
ing Quantity Extras for Lots of Less 
Than 100 Pounds of an Item. 



10 lbs. to 24 lbs., inc $1.50 pei item 

25 lbs. to 49 lbs., inc 1.25 per item 

50 lbs. to 74 lbs., inc 1.00 per item 

75 lbs. to 99 lbs., inc 75 per item 

These extras apply over the 100 pound price. 

On special items not carried in stock no orders 
for less than 10 pounds will be accepted. 

Quantity Extras effective as of Oct, 30, 1931 



Miscellaneous Wire Nails and Brads 

Tinned — Galvanized — Coppered 
Blued and Pearson (Cement) Coated 



On items of less than 100 pounds, the following 
extras will be charged in addition to regular 
finishing extra. These are in addition to quantity 
extras quoted above. 

10 to 19 pounds, inc $3.50 per 100 lbs. 

20 to 24 pounds, inc 1.75 per 100 lbs. 

25 to 49 pounds, inc. 1.50 per 100 lbs. 

50 to 99 pounds, inc 1.00 per 100 lbs. 

Effective April 18, 1922 
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American Steel & Wire Company 



Standard Nail Card 

Effective December 1, 1927 

Cancelling all previous issues 

Extras on Standard Wire Nails in Kegs 



Common Nails 

2d $1,65 

3d .. 1.15 

4d BO 

5d.... 
6d.... 
7d..,. 
8d.... 
9d.... 
lOd... 49 

i2d ;. .35 

16d.... 

20d ,25 

30d .. .25 

40d 25 

50d .25 

Mi.... 



7d... 

8d... 

9d... 
10d... 
12d... 
16d... 
20d... 
30d... 



„ 50d, 
• 25 60d. 



Casing Nails 

2d ..$1.70 

3d 1.20 

4d. 1.05 

5d 

6d .. .70 

7d 65 

8d 

9d >55 

10d 50 

12d 45 

16d 

20d 30 

30d 30 

4ftd , .30 

Flooring Brads 

6d $0.65 

7d 

8d 55 

9d 50 

lOd 45 

1 2d 

ltd 35 

20d 30 

Boat Nails 
Bright 

Light Heavy 
4d...$0.95 $0.95 

6d ... .80 

.75 .75 
.70 



Rd 
lOd 
lid 
lbd 
20d 



.65 



.75 



.60 .70 
.55 .65 



Common Brads 



.$1.70 

. 1.20 

. .85 

. .75 

. .65 

. .60 

. .55 

. .50 

. .45 

.. .40 

. .35 

. .30 

. .30 

. .30 



Shingle Nails 

3d $1.05 

3Vfcd 85 



Smooth Box 
Nails 



7d. 
8d., 
9d. 
10d.. 
12d.. 
I6d.. 
20d.. 
3ftd. . 
4©d.. 



.$1.65 
. 1.15 
. 1.00 
. .90 
. .65 
.. .60 
. .55 
. .50 
. .45 
. .40 
. .35 
. .25 
. .25 
. .25 



Siding Nails 

Same advance ■ 
Smooth Box Nail. 

Slating Nails 

2d.. 
3d. . 



$1.20 

1.1" 



Barbed Roofing 
Nails 

Rrgular Head 

54-inch.... $1. 
%-inch.... l. 
Inch.... 1, 

inch 1. 

Inch 

inch... . 

IVg-inch 

Hi- inch 

2 -inch.... . 

Fence Nails 

5d.... $0.60 

6d 55 

.45 



1%-I 



8d., 

9d.. 

iod. 

I2d. 
16d.. 
20d.. 



Hinge Nails 
Bright 

Light Heavy 
4d...$0.95 $0.95 
6d... .80 .80 
8d... .75 .75 
10d... .70 .80 
12d... .65 .75 
16d ... .60 .70 
20d... .55 .65 

Finishing Nails 

2d $2.25 

3d 1.60 

4d 1.45 

5d 1.35 

6d , 

7d 75 

8d 65 

9d 

10d 55 

12d 50 

16d 45 

20d 35 

Fine Nails 

2d $2.20 

2d Extra... 2.40 



Clinch Nails 


2d 


Bright 




$1.55 


3d 




1.35 


4d 




1.10 


5d 




1.00 


6d 




.90 


7d 




.85 


8d 




.80 


9d 




.75 


lOd. 




.70 


12d 




.65 


16d 




.60 


20d 




t .55 


Barbed Car Nails 




Bright 




4d. 


Light 




.$1.05 


$0.95 


5d. 


. .85 


.80 


6d 


. .80 


.75 


7d. 


. .70 


.70 


8d. 


. .70 


.70 


9d. 


. .65 


.65 


lOd. 


. .65 


.65 


12d. 


. .60 


.60 


16d. 


. .55 


.55 


20d. 


. .50 


.50 


3©d. 


. .50 


.50 


40d 


. .50 


.50 


50d, 


. .50 


.50 


60d. 


. .50 


.50 



Clout Nails 
Bright 
%-Inch....$2.40 
Vs-lnch, . 

-inch. . 
lA-inch.. 
1^-inch.. 
i-lnch. . 
-Inch,. 



1,55 
1.50 
1.35 
1.25 
1.20 



Sterilized Blued 
Lath Nails 

2d $2.55 

2d Llftht... 2.75 

3d 1.09 

3d Light... 2.90 

Barrel Nails 
8 /s-inch....$2.45 
3/4-inch... . 2.10 

7 /s-inch 1.45 

-inch 1.25 

iVa-inch.... 1.20 
iy 4 -inch.... 1.15 

1%-lnch 95 

l>/ 2 - inch 90 

Berry Box Nail* 

Smooth 
No. 16 No. IT 
3/4-ln.$2.80 $3.00 
%-in. 2.55 2.75 
-in. 2.35 2.55 
2.30 2.50 
in. 2.25 2.45 

Spikes 

10d $0.40 

12d. 35 

16d .30 

20d 25 

30d 25 

.. .25 

50d .25 

.75 60d 25 

7- inch 25 

8- inch 35 

9- inch 35 

10-inch 45 

12-inch 45 



Barbed Dowel Pins 
• No. * No. 9 No. 10 No. 11 No. 12 
%-Jn. $1.75 $1.90 $2.00 $2.20 $2.45 

%-in. 1.50 1.65 1.75 1.90 2.15 

Vt-ln. 1.35 1.50 1.60 1.75 2.00 

-in. 1.25 1.40 1.50 1.65 1.90 

1.15 1.30 1.40 1.50 1.75 

1.10 1.25 1.35 1.45 1.70 

1.05 1.20 1.30 1.40 1.65 

1.00 1.15 1.25 1.35 1.60 

.95 1.10 1.20 1.30 1.55 

.90 1.05 1.15 1.25 1.50 

.85 1.00 1.10 1.20 1.45 



Special Extras on Standard Wire Nails 

(Except as provided above) 

Annealed Nails, 25c per 100 lbs. extra. 

Blued Nails, 35c per 100 lbs. extra. 

Barbing Nails, 25c per 100 lbs. 

Special Heads, 15c per 100 lbs. extra. 

Special Points, 15c per 100 lbs. extra. 

Galvanizing, prices on application. 

Pearson (Cement) Coating 25c per 100 lbs. extra. 
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Common Nails 




20d 



16d 



lOd 



9d 



Sd 



7d 



6d 



Size 



2d 
3d 
4d 
5d 
6d 
7d 
8d 
9d 
lOd 
12d 
16d 
20d 
30d 
40d 
50d 
60d 



Length and Gauge 



1 inch No. 15 



IH 
IK 

2 

2H 
2V 2 
2% 
3 

3M 

sy 2 

4 

4H 
5 

6 



14 

12 H 

UH 
11 H 

10H 
9 
9 
8 
6 
5 
4 
3 
2 



Extra 
Over Base 
Price 



$1. 
1 



65 
15 
80 
70 
60 
55 
50 
45 
40 
.35 
,30 
.25 
.25 
.25 
.25 
.25 



Appro*. 
No. to Lb. 



876 
568 
316 
271 
181 
161 
106 
96 
69 
63 
49 
31 
24 
18 
14 
11 



V 



Illustrations 
Actual Size 



American Steel 
& Wire Co. 's Steel 
Wire Gauge 



Flat Head 
Diamond Point 



Barbed nails furnished in all sizes 
and styles at 25c per 100 lbs. over 
smooth. 
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American Steel & Wire Company 



Barbed Car Nails 

Flat Head, Slightly 
Countersunk 
Diamond Point 



9d 



lOd 




In ordering Car Naila 
be sure to specify whether 
Light or Heavy, Annealed 
or Bright, Oval or Flat 
Head. 



Illustrations 
Actual Size 



Light, Bright 



! 



American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
Over 
Base 
Price 


Deg. 
Csk. 


Dia. 
Head 


Approx. 

No. to 
Lb. 


4d 




inch 


No. 12 


$1.05 


123 




274 


6d 


\% 


u 


M 


10 


.85 


123 


I 


142 


6d 


2 


a 


ft 


10 


.80 


123 




124 


7d 


2H 


a 


a 


9 


.70 


123 




92 


8d 


2*4 


a 


ft 


9 


.70 


123 


* 


82 


9d 


2H 


a 


a 


8 


.65 


123 


H 


62 


lOd 


3 


ft 


ft 


S 


.65 


123 


H 


57 


12d 


3K 


(C 


ft 


7 


.60 


123 


50 


16d 


*H 


ft 


a 


7 


.55 


123 


3 A 


43 


20d 


4 


a 


ft 


6 


.50 


123 




31 


30d 


4H 


ft 


ft 


6 


.50 


123 


8 


28 


40d 


5 


ft 


a 


5 


.50 


123 


A- 


21 


60d 


hH 


ft 


ft 


4 


.50 


123 


if 


17 


60d 


6 


ft 


ft 


4 


.50 


123 


if 


15 



American Steel & Wire Company 
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Barbed Car Nails 

Oval Head, Slightly 
Countersunk 
Diamond Point 



8d 



9d lOd 12d 




In ordering Car Nails 
be sure to speelfy whether 
Light or Heavy, Annealed 
or Bright, Oval or Flat 
Head. 



Illustrations 
Actual Size 



Heavy, Bright V 

American Steel & Wire Co.'s Steel Wire Gauge 



Site 


Length and Gaug^ 


Extra 
Oyer 
Base' 
Price 


Deg. 
Csh. 


Dia. 
Head 


Approi. 
No- to 
Lb. 


4d 


V/2 inch 


No. 10 


SO. 95 


123 


A 


165 


5d 


1% « 


« 


9 


.80 


123 




118 


6d 


2 « 


a 


9 


.75 


123 




103 


7d 


2^ - 


a 


8 


.70 


123 




76 


8d 


W% a 


« 


8 


.70 


123 


tt 


69 


9d 


2% u 


tt 


7 


.65 


128 


H 


54 


!0d 


3 ■ 


«' 


7 


.65 


123 


H 


50 


12d 




u 


6 


.60 


123 




42 


16d 


m tf 


u 


6 


.55 


123 




35 


20d 


4 « 


a 


5 


.50 


123 


A 


26 


30d 


43^ « 


a 


5 


.50 


123 




24 


40d 


5 " 


a 


4 


50 


123 




18 


50d 


u 


a 


3 


.50 


123 


8 


15 


60d 


6 * 


m 


3 


.50 


123 




13 



14 



American Steel & Wire Company 



Smooth Box Nails 



Large Flat Head 
Diamond Point 




Size 


Length and Gauge 


Extra 
Over 
Base 
Price 


Dia. 
Head 


Approx. 
No. to 
Lb. 


2d 


1 inch 


No. 




81.65 




1010 


3d 




a 


\m 


1.15 


% 


635 


4d 


m " 


u 


14 


1.00 


% 


473 


5d 


M ■ 


U 


14 


.90 


% 
% 


406 


6d 


2 - 


u 


\2V* 


.65 


236 


7d 


2}4 * 


a 


12V 2 


.60 




210 


8d 


2V 2 « 


u 


ny 2 


.55 




145 


9d 


2% ■ 




ny 2 


.50 




132 


lOd 


3 * 


a 


ioy 2 


.45 


% 


94 


12d 


3M " 


a 


1QH 


.40 




88 


16d 


m " 


u 


10 


.35 


% 


71 


20d 


4 " 


u 


9 


.25 


% 


52 


30d 


m " 


u 


9 


.25 


% 


46 


40d 


5 * 


a 


8 


.25 




35 
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Barbed Box Nails 



4d Ed 6d 7d 



8d 9d 



lOd 



Large Flat Head 
Diamond Point 



Illustrations 
Actual Size 





Am. Steel & Wire Co/s Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
Over Base 
Price 


Approx. 
No. to Lb. 


2d 


1 inch 


No. 




$1.90 


1010 


3d 


IK ■ 


ft 


im 


1.40 


635 


4d 


IH * 


« 


14 


1.25 


473 


5d 




it 


14 


1.15 


406 


3d 


2 u 


a 


12H 


.90 


236 


7d 


2y 4 " 


u 




.85 


210 


8d 


2V 2 * 




\\¥> 


.80 


145 


9d 


2% * 


u 


HH 


.75 


132 


lOd 


3 u 


u 


ion 


.70 


94 


12d 


ZH - : 


a 


\m 


.65 


88 


16d 


3^ " 


ft 


10 


.60 


71 


20d 


4 • 


u 


9 


.50 


52 


30d 


m " 


ft 


9 


.50 


46 


40d 


5 " 


ft 


8 


.50 


35 
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American Steel & Wire Company 




Deep Countersunk Head, 
Diamond Point 



Am. Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and 
Gauge 


Extra 
Over 
Base 
Price 


Degree 
of 

Counter- 
sunk 


Dia. 
Head 
Ga. 


Apprx. 
No. to 
Lb. 


2d 


1 inch No. 15 U 


$1.70 


32 


12H 


1010 


3d 


1 H 








1 .20 


32 


ny 3 


635 


4d 


1H 






14 


1 .05 


32 


n 


473 


5d 


\% 






14 


.95 


32 


n 


406 


6d 


2 






12H 


.70 


32 


9H 


236 


7d 








ny 2 


.65 


32 


9H 


210 


8d 








UH 


.60 


32 


*H 


145 


9d 


2H 






ny 2 


.55 


32 


sh 


132 


lOd 


3 






ioh 


.50 


32 




94 


12d 


3K 






ton 


.45 


32 


v\ 


87 


16d 


3H 






10 


.40 


32 




71 


20d 


4 






9 


.30 


32 


6 


52 


30d 








9 


.30 


32 


6 


46 


40d 


5 






8 


.30 


32 


5 


3i 



3d 



4d 



5d 



6d 5d 4d 3d 

t? w to 



Illustrations 
Actual Size 



Finishing Nails 

Brad Head, Diamond Point 

Am. Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
Over 
Base 
Price 


Dia. 
Head 
Ga. 


Approx. 
No. to 
Lb. 


2d 


1 


inch 


No. 16M 


$2.25 


13H 


1351 


3d 










1 .60 




807 


4d 








15 


1 .45 


12 


584 


5d 


i% 






15 


1 .35 


12 


500 


6d 


2 






13 


.80 


10 


309 


7d 


2H 






13 


.75 


10 


238 


8d 


2H 






\2H 


.65 


9H 


189 


Md 


2H 






i2 l A 


.60 




172 


lOd 


3 






uy 2 


55 




121 


12d 


3H 






ii ^ 


.50 


sy 2 


113 


16d 


m 






11 


.45 


8 


90 


20d 


4 






10 


.35 


7 


62 



Kuphcd Nails furnished only 
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Flooring Brads 



See Page 27 for Special Flooring Nails 

9d 8d 7d 6d 



Deep Countersunk Head 
Diamond Point 
American Steel & Wire Co.'s Steel 
Wire Gauge 










Extra 


Deg. 
CVk 


Diam. 


Approxi- 


Size 


Length and Gauge 


Over Base 


Head. 


mate 








Price 




Gauge 


No.toLb. 


6d 


2 inch 


No, 11 


$0.05 


32 


6 


157 


7d 


2H ' 


* 11 


.60 


32 


6 


139 


8d 


2% * 


■ 10 


.55 


32 


5 


99 


9d 


2H " 


■ 10 


.50 


32 


5 


90 


lOd 


3 * 


" 9 


.45 


32 


4 


69 


12d 


3K * 


" 8 


.40 


32 


3 


54 


16d 


33^ " 


« 7 


.35 


32 


2 


43 


20d 


4 


6 


.30 


32 


1 


31 



Barbed nails furnished in all sizes 
and styles at 25c per 100 lbs. over 
smooth. 



Common Brads 



8d 7d 





Illustrations 
Actual Size 



Brad Head 
Diamond Point 

American Steel & Wire Co.'s 
Steel Wire Gauge 



Size 


Length of Gauge 


Extra 
Over Base 
Price 


Diam. 

Head. 
Gauge 


Approx. 
No.toLb. 


2d 


1 


inch 


No. 15 




$1.70 


12 


876 


3d 


1H 


i 


14 




1.20 


11 


568 


4d 








\m 




.85 




316 


5d 


18 




i 


i2y 2 




.75 




271 


fid 




« 




ny 2 




.65 


8^ 


181 


7d 


2U 






ny 2 




.60 


sy 2 


161 


8d 


2H 






10M 




.55 


7 


106 


9d 


2% 






lox 




.50 


7 


96 


lOd 


3 






9 




.45 


6 


69 


12d 


SH 






9 




.40 


6 


64 


lfid 


SH 

4 






8 




.35 


5 


49 


20d 






6 




.30 


3 


31 


30d 








5 




.30 


2 


24 


40d 


5 






4 




.30 


1 


18 


50d 


5H 






3 




.30 





16 


60d 


6 






2 




.30 


00 


11 



when specified. See page 35. 
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American Steel & Wire Company 



Clout Nails 



American Steel & Wire Co.'s Steel Wire Gauge 
Flat Head Duck Bill Point 



Length 


Gauge 
No. 


Extra over 
Base Price 


Approx. 
No. to 
Lb. 


Annealed 


Bright 


% in. 


15 


$2.65 


$2.40 


1160 




14 


2.00 


1.75 


808 


1 in. 


14 


1.80 


1.55 


705 


V/% in. 


14 


1.75 


1.50 


628 


ltfin. 


13 


1.60 


1.35 


423 


IVs in. 


13 


1.50 


1.25 


390 


1)4 in. 


13 


1.45 


1.20 


350 




Side view Side view 

showing showing 

thickness width 

of point of point 



Illustrations 
Actual Size 



Slating Nails 



Slightly Countersunk 
Flat Head, Diamond Point 



V 



Illustrations 
Actual Size 



Size 


Length and Gauge 


Extra 
Over 
Base 
Price 
Bright 


Deg. of 
Coun- 
tersunk 


2d 


1 inch No. 12 


$1.20 


145 


3d 




1.00 


145 


4d 


m " * ioy 2 


.85 


145 


5d 


1M " " 10 


.75 


145 


6d 


2 " " 9 


.65 


145 



Diam. 
Head 
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Siding Nails 

Flat Head — Diamond Point 



American Steel & Wire Co. 1 
Steel Wire Gauge 



XI 



Size 



5d 
6d 
7d 
8d 
9d 
lOd 



Length and Gauge 



\% inch 
2 

2H tt 

2% ; 
3 



No. 14 
u ilH 

" 10H 



Extra 
Over Base 
Price 



$0 . 90 
.65 
.60 
.55 
.50 
.45 



Approx. 
No. to Lb. 



406 
236 
210 
145 
132 
94 



lOd 



V 



V 



Illustrations 
Actual Size 



Illustration 
Actual Size 



Hook Head 
Metal Lath Nail 

This is a 1H x 12 bright, 
smooth nail with a long thin, flat 
head especially suited for applying 
metal lath. Can also be furnished blued, galva- 
nized, and in other lengths. 

Approximate count per pound, blued or bright, 
278; galvanized, 213. „ _ , _ ,, 

' ' Extra, over base per 100 lbs. 

Bright Blued Galvanized 
$2.95 $3.30 $4.95 



1^' 



No. 12 



Fence Nails 



Am. Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
Over Base 
Price 


Diam. 
Head 


Approx. 
No. to Lb. 


5d 




inch 


No. 


10 


$0.60 




142 


6d 


2 


a 


a 


10 


.55 




124 


7d 


214 


u 


a 


9 


.45 


ts 


92 


8d 


2V 2 


a 


u 


9 


.45 




82 


9d 


2% 


a 


a 


8 


.40 


H 


62 


lOd 


3 


u 


u 


7 


.40 


3 A 


50 


12d 




u 


u 


6 


.35 


M 


40 


16d 




a 


u 


5 


.30 


Ti 


30 


20d 


4 


M 


u 


4 


.25 




23 



Illustration 
Actual Size 



20 



American Steel & Wire Company 



Sterilized Blued Lath Nails 




Flat Head, Diamond Point 



Size 


Length and Gauge 


Extra over 
Base Price 


Approx. 
No. to Lb. 


2d 

2d Light 
3d 

3d Light 


1 inch No. 16^ 
1 « « 17 
1H " " 15 
1 x " " 16 


$2.55 
2.75 
1.95 
2.50 


1351 

1560 
778 
1015 


Lathers carry the nails in the mouth while at work and it is 
therefore, from the standpoint of health sanitation, necessary to 
have the nails free from all injurious substances. Polished or bright 
nails cannot be made or kept entirely clean owing to process of 
manufacture as well as the effect of atmospheric conditions. Packed 
in paper-lined kegs. 




Fine Nails Bright 




Size 


Length and Gauge 


Extra over 
Base Price 


Approx. 
No. to Lb. 


2d 

2d Ex. Fine 
3d 

3d Ex. Fine 


1 inch No. 16 X 
1 " « 17 

IX * "is 

IX a "16 


$2.20 
2.40 
1.60 
2. 15 


1351 
1560 
778 
1015 



Barrel Nails 



Flat Head — Diamond Point 




American Steel & Wire Company 
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9d 



nr 



Clinch Nails 

Oval Head, Duck Bill Points, Bright or Annealed 



Bright Clinch Nail. 
Will Be Furaiahed 
Onlesa Otherwise Ordered 














Extra Over Base 


Head 


DIa. 


Approx. 












Prtoe 


Size 


Length and Gauge 






Rad. 


Head 


No. to Lb. 












Bright 


Annealed 








2d 


1 


inch 


No. 14 


$1.55 


$1.80 


H 


M* 


710 


3d 


IH 






13 


1.35 


1.60 


X 


ft 


429 


4d 








12 


1.10 


1.35 


X 


H 


274 


5d 


m 






12 


1.00 


1.25 


% 


8 


235 


6d 


2 






11 


.90 


1. 15 


6 Z 


2Ga 


157 


7d 


2H 






11 


.85 


1.10 




2Ga 


139 


8d 


2V 2 






10 


.80 


1.05 


Vn 




99 


9d 


2% 






10 


.75 


1.00 


5 /fe 


% 


90 


lOd 


3 






9 


.70 


.95 




*2 


69 


12d 


3H 






9 


.65 


.90 


*2 


Ke 


62 


16d 


3H 






8 


.60 


.85 


% 




49 


20d 


4 






7 


.55 


.80 


% 


Ys 


37 



Illustration 
Actual Size 



Berry Box Nails 



Diamond or Needle Point, Smooth or Barbed 
Flat Head. 



Illustrations 
Actual Size 




Size 


Length and 
Gauge 


Extra Over Base 
Price for Smooth 


Dia. 
Head 


Approx. 
No. to Lb. 


% inch 

: 

iS ■ 

H inch 

I 8 ■ 


No. 16 
% inch 

? \ 

No. 17 
l A inch 

t* ■ 
1 H i 


$2.80 
2.55 
2.35 
2.30 
2.25 

$3.00 
2.75 
2.55 
2.50 
2.45 


9 Ga. 

a 
a 

9 Ga. 
a 
• 
• 


1500 
1300 
1150 
1010 
910 

1904 
1584 
1432 
1300 
1168 



Barbed Nails, 25c ner 100 pounds advance. 
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American Steel & Wire Company 



Hinge Nails 

In ordering specify whether Oval or Countersunk Head, 
or Heavy, Annealed or Bright 



Light 




8d Oval Head, Chisel Point 

Light Hinge Nails 

Bright 

American Steel & Wire Go's. Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
over 
Base 
Price 


Deg. 
Csk. 


Dia. 
Head 


Approx. 
No. to 
Lb. 


4d 


W 2 inch No. Ha 


$0.95 


95 




82 


6d 


2 inch No. Ke 


.80 


95 




62 


8d 


2y 2 inch No. $£ 


.75 


95 




50 


lOd 


3 inch No. % 


.70 


95 


H 

y 


25 


12d 


3% inch No. y. 


.65 


95 


23 


16d 


3*4 inch No. K 


.60 


95 


H 


22 


20d 


4 inch No. 14 


.55 


95 


H 


19 




lOd (heavy) Flat Countersunk Head, Chisel Point 




lOd (heavy) Oval Head, Chisel Point 

Heavy Hinge Nails 

Bright 



Size 



4d 

6d 
Sd 
lOd 
12d 
16d 
20d 



Length and Gauge 



1^ inch 

2 inch 
2y 2 inch 

3 inch 
'6 l /l inch 
3}4 inch 

4 inch 



No. y 
No. H 
No. V 
y% inch 
% inch 
% inch 
inch 



Extra 




over 


Deg. 


Base 


Csk. 


Price 




$0.95 


95 


.80 


95 


.75 


95 


.80 


95 


.75 


95 


.70 


95 


.65 


95 



Dia. 
Head 



y* 

% 
% 
% 
% 



Approx. 
No. to 
Lb. 



60 
38 
30 
12 
11 
10 
9 



Annealed naila 25c per 100 pounds advance. 
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Smooth Foundry Nails 

Large Flat Head, Diamond Point 




These nails are made of Nos. 8, 9, and 10 gauge 
wire, with J^-inch diameter heads; also made of 
No. 11 gauge wire, with Jf 6 -inch diameter heads, in 
lengths % inch and longer. 

Extras Per 100 Lbs. over Base — in Kegs 
Smooth Foundry Nails 




H inch 

H inch 

1 inch 

1 H inch 

LM inch 

\M inch 

IH inch 

2 inch 

2H inch 

2M inch 

29| inch 

3 inch and longer 



No. 8 


No. 9 


No. 10 


No. 11 


H in. Hd. 


H in. Hd. 


H in. Hd. 


7 <,in. Hd. 


$1.35 


1 1 .48 


s i . r,{) 


$1 .55 


1 .25 


1.35 


1 .40 


1 .45 


I. IS 


1.25 


1 .30 


1 .35 


1.10 


1.20 


1.25 


1 .30 


1.05 


1.15 


1.20 


1 .25 


1.00 


1.10 


1.15 


1 .20 


1.00 


1.10 


1.15 


1 .20 


1 .20 


1.25 


1.35 


1 .45 


1.15 


1.20 


1 .30 


1 .40 


1.15 


1.20 


1 .30 


1.40 


1.10 


1.15 


1 .25 


1.35 


1 .05 


1 .10 


1 .20 


1 .30 



I 




Flat Head 
Diamond 
Point 



Illustrations 
Actual Size 



Broom Nails 

Flat Head Diamond Point 

Are usually % inch or % inch 
long, made from No. 14 or No. 15 
gauge wire, with smooth flat or flat 
star heads, diamond point. 

Extra Over Base Price 
Vax 14... $2.20 %x 14... $1.85 

y 8 x 15. . . 2.60 % x 15 2.25 

Size of Head: No. 15-No. 5 gauge 
No. 14- 7 ^ Inch 



American Wood Shingle Nails 



Hot Galvanized Zinc 
Coated— 5d, 1 
13 ga., W Head 



Especially adapted for laying new wood shingles over old shingles 
or roofing. Just the proper thickness to prevent splitting of shingles 
and right length to insure good holding power without projecting 
through roofing boards. Hot Zinc Coated to give long life. 

Advance over base $0.95, subject to extra for galvanizing. 
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American Steel & Wire Company 



Kuphed Barbed Dowel Pins 



1%' IK 9 IV 1' V 




American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Extra Over Base Price 




No. 8 


No. 9 


No. 10 


No. 11 


No. 12 


% inch 


$1.75 


$1.90 


$2.00 


$2.20 


$2.45 


M • 


1.50 


1.65 


1.75 


1.90 


2.15 


y% a 


1.35 


1.50 


1.60 


1.75 


2.00 


i 


1.25 


1.40 


1.50 


1.65 


1.90 


1H u 


1.15 


1.30 


1.40 


1.50 


1.75 


IH ' 


1.10 


1.25 


1.35 


1.45 


1.70 


IX " 


1.05 


1.20 


1.30 


1.40 


1.65 


IH ■ 


1.00 


1.15 


1.25 


1.35 


1.60 


iVs « 


.95 


1.10 


1.20 


1.30 


1.55 


1M « 


.90 


1.05 


1.15 


1.25 


1.50 


2 


.85 


1.00 


1.10 


1.20 


1.45 






Size 


Approx. No. to Lb. 


J No. 8 












No. 9 


No. 10 


No. 11 


No. 12 


% inch 


290 


404 


486 


588 


804 




250 


336 


390 


480 


616 




210 


281 


330 


400 


544 


1 


190 


235 


277 


349 


484 




165 


212 


251 


305 


420 




150 


187 


221 


267 


352 


M u 


130 


169 


200 


239 


324 


IH " 


120 


154 


181 


221 


308 


m " 


110 


141 


167 


'208 


275 




100 


130 


154 


195 


256 


2 


1 90 


111 


131 


164 


210 



Kuphed dowel pins will be furnished unless plain head is specified 
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American Special Plaster Board Nail 
Blued 

Large heads, so the 
nails will have ample 
holding power and cover 
sufficient surface of the 
board to prevent pulling 
through. 

Long Diamond Point, 
permits the nails to cut 
through the boards 
readily without damage 
to the composition 
plaster. 

Blued, so they can be 
fed from the mouth 
without danger to 
health. Bluing process 
makes the nails free 
from injurious sub- 
stances or atmospheric 
conditions. 

Packed in paper lined 
kegs to insure delivery 
of clean — sanitary 
product. 

Great care is used to 
secure heads of proper 
size, sharp points and 
niform length and 
^auge. 

Blued, Large Flat Head, Long Diamond Point, Smooth Nail, 
%' Head. 

Net extra over base 




Sizes 


Price 


Count 


Sizes 


Price 


Count 


1* No. 13 
IH* u 13 
IH § ■ 13 


$2.35 
2.20 
2.10 


469 
448 
387 


IU" No. 13 
1%' * 13 


$2.00 
1.90 


339 
291 



(Note: — Advances include all features.) 
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American Ideal Shingle Nail 

%" Large Flat Head, Blunt Diamond Point 

The American Shingle Nail offers many advantages. Its 
Special Blunt Diamond Point cuts cleanly through the 
wood without splitting. Made of hard and constantly uni- 
form steel, it provides great resistance to bending, saves 
time and reduces labor. A heavy covering of hot zinc gives 
the most efficient protection against rust and corrosion. 
These nails will positively not split the shingles. 



Size 


Length 


Gauge 


Approx. 

Count 
Per Lb. 


Extra 
Over Base 
Bright 


3d 


i|j 
m 


14 


466 


$1.45 


3^d 


14 


436 


1.35 


4d 


m 


13 


313 


1.20 



Subject to Extra for Galvanizing, 
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American Steel & Wire Company 



4d 3d 



Shingle Nails 

Flat Head, Diamond Point 
Copper Steel, Bright or Hot Galvanized (Zinc Coated, 
See Page 3) 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and Gauge 


Extra 
Over 
Base 
Price 
Bright 


Diara. 
Head 


Approx. 
No. to 

Lb. 
Bright 


3d 


1% inch No. 13 


$1.05 


H 


429 


3^d 




.85 


% 


345 


4d 


IH u "12 


.80 


% 


274 


5d 


1U a " 12 


.70 


% 


235 


6d 


2 " 12 


.65 


% 


204 



*3d Galv, COMMON NAILS are sometimes used for shingling. Be 
sure to specify which style is wanted. 

American Zinc Coated Asbestos 
Barbed Shingle Nails 

Large Flat Head, Needle Point 



A rust-resisting permanence in 
asbestos shingle roofing 



HEAD — 1% in. diameter Extra Large Flat Head — uniform, 
well centered, smooth underneath head — no fins to crack 
asbestos shingles or make nail hole larger. 

POINT — Easy driving with sharp Needle Points. 

BARBED — Shank of Nail barbed to insure good grip and 
holding power. 

LENGTHS— 1 inch to 2 inches inclusive— Short lengths for 
applying direct to roof decks. Longer lengths for fasten- 
ing over old wooden shingles. 

GAUGE— No. l\y 2 . Just the proper thickness. 

ZINC COATING— Hot galvanized zinc coated Nails— as 
the name implies, galvanized by the Hot Process. 

See page 2 for description of difference between galvanizing 
and zinc coating processes. 



T 



v 



Advance for Size 
Subject to charge for galvanizing 



Count 
per lb. 



$1.75 
1.75 
1.65 
1.60 
1.60 
1.55 



316 
281 
261 
219 
190 
170 
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American Ideal Flooring Nails 
do not split the wood 

and WILL NOT BEND 

Thinner shank and special point; canbedriven through the 
hardest wood and across the grain without splitting the 
wood or bending the nail. It puts an end to lumber and nail 
waste — saving important time and money on every job. 

A Product of Superior Design and Construction 

The American Ideal Flooring Nail is made of special 
tested Wire and has a scientifically designed point 
which cuts through clean and true. 



r if 



\T7 Til 



THINNER 
SHANK 



SPECIAL 
POINT 




American Ideal Flooring Nails 

Count Extras Over 
Size Length Gauge per Lb. Base Price 



6u 




m 


233 


$1.05 


7d 




12 


176 


1.00 


8d 


2r 


11* 


137 


.95 


9d 


21' 


11 


114 


.90 


lOd 


3' 


IS* 


92 


.85 


12d 


q l# 


10 


76 


.80 


led 


ri* 
• a 


9 


57 


.70 


20d 




8 


42 


.65 



700 lbs. Net Per Keg 



For cement coated nails add 25 cents per 
700 lbs. to above extras. 

Brad Head Furnished on Request 



2# American Steel & Wire Co mpany 

Boat Nails 
Oval Countersunk Head, Chisel Point 




Light Boat Nails 

Bright 

Am. Steel & Wire Co.V Steel Wire 
Gauge 



4d 
6d 
8d 
lOd 
12d 
16d 
20d 



Length and Gauge 



1 H inch No. A 

2 M 

3 " 
3^ " 

m a 

4 " 



- £ 

:| 



Extra 
over Base 
Price 


Deg. 
Csk. 


$0.95 


95 


.80 


95 


.75 


95 


.70 


95 


.65 


95 


.60 


95 


.55 


95 




lOd 



Annealed nails 25c per 100 pounds advance. 




Heavy Boat Nails 
Bright 




Illustrations 
Actual Size 



Am. Steel & Wire Co. V Steel Wire 
Gauge 



Length and Gauge 



m inch No. U 



Extra 
over Base 
Price 


Deg. 
Csk. 


Head 
Rad. 


Dia. 
Head 


Approx. 
No. to 
Lb. 


$0.95 


95 


H 


X A 


44 


.80 


95 


% 




32 


.75 


95 


% 


X 


26 


.80 


95 


« 


% 


14 


.75 


95 




H 


13 


.70 


95 




H 


12 


.65 


95 




K 


10 



Annealed nails 25c per 100 pounds advance. 
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Large Head Barbed Roofing Nails 

Diamond Points 
Copper Steel, Bright or Hot Galvanized 




Extras per 100 Lbs. over Base 

American Steel & Wire Co. 'a Steel Wire Gauge 







No. 


No. 


No. 


No. 


No. 


No. 


No. 


No. 






8 


9 


9 l A 


10 


io l A 


10 


11 


12 






Hin. 


Kin. 


y 2 in. 


Ut in. 


V\t in. 


l A in. 


Vein. 


H in. 






Head 


Head 


Head 


Head 


Head 


Head 


Head 


Head 


H 


in. 


$1.40 


$1.50 


$1.55 


$1.55 


$1.65 


$1.65 


$1.70 


$1.80 


% 


in. 


1.30 


1.40 


1.45 


1.45 


1.55 


1.55 


1.60 


1.70 


i 


in. 


1.20 


1.30 


1.35 


1.35 


1.45 


1.45 


1.50 


1.60 


m 


in. 


1.15 


1.25 


1.30 


1.30 


1.40 


1.40 


1.45 


1.55 




in. 


1.10 


1.20 


1.25 


1.25 


1 35 


1.35 


1.40 


1.50 


1*3 in. 


1.05 


1.15 


1.20 


1.20 


1.30 


1.30 


1.35 


1.45 


IK 


in. 


1.00 


1.10 


1.15 


1.15 


1.25 


1.25 


1.30 


1.40 


2 


in. 


1.00 


1.10 


1.15 


1.15 


1.25 


1.25 


1.30 


1.40 



subject to charge for galvanizing. 



Approximate Number of Nails to the Pound- 
Galvanized 



On account of variation in gauge of wire, counts are not guar- 
anteed to be absolutely exact, but are approximately correct. 



Length 


M-inch Head 


%-inch Head 


% in. 
Head 


8ga. 


9ga. 


m 


10 ga. 


10 ga. 


io y 2 

ga. 


Uga, 


12 ga. 


% in- 
T4 in- 

1 in. 
l^in. 
IK in. 
l^in. 
15* in. 
l%in. 

2 in. 


177 
160 
140 
132 
125 
102 
94 
88 
80 


214 
184 
165 
157 
148 
125 
115 
107 
96 


235 
200 
190 
177 
165 
138 
130 
120 
105 


250 
215 
190 
180 
170 
150 
134 
130 
110 


255 
225 
210 
185 
170 
155 
143 
135 
115 


298 
264 
228 
222 
198 
167 
157 
147 
126 


315 

280 
255 
232 
210 
180 
165 
150 
138 


464 
396 
361 
315 
286 
249 
224 
210 
195 
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The Ideal Roofing Nail 

Large Flat Checker Head, Long Diamond Point 

For all kinds of Smooth, Grit-Surfaced and Asbestos 
Roll Roofings and Asphalt and Asbestos Shingles 

Just what is needed— fills a long felt want. 

Through many years of experience in the manufacture 
and sale of Roofing Nails and a close study of trade re- 
quirements, the Ideal Roofing Nail has proved its 
superiority. 

This Nail is just what the name implies "Ideal" — 
large checkered heads, absolutely uniform and well cen- 
tered. The shank is just right, not too thick to split the 
wood nor too thin to break and rust out quickly. The 
long, sharp point enables the workmen to stick the Nails 
in place like a tack doing the work better and easier in 
half the time. 

Furnished in bright or hot galvanized (Zinc- Coated), 
in lengths and gauges as shown below. Be sure to specify 
length, gauge and if bright or galvanized. Samples fur- 
nished upon request. 

Bright Ideal Roofing Nails 

Illustrations 

Extras per 100 Lbs. Over Base Actual Size 







No. 10 
r 's"Hd. 


No. 10 1 2 
%'Hd. 


No. 11 
^'Hd. 


No. 11 
9 /f 6 'Hd. 


No. 12 
16* Hd. 


No. 12 

H'Hd. 


% inch 


$2.30 


$2.40 


$2.60 


$2.75 


$2 . 90 


$3.05 


1/ " 
X8 


2.00 


2.10 


2.30 


2.45 


2.60 


2.75 


1 


1.80 


1.90 


2.10 


2.25 


2.40 


2.55 


IK " 


1.75 


1.85 


2.05 


2.20 


2.35 


2.50 


1M " 


1.70 


1.80 


2.00 


2.15 


2.30 


2.45 


iy 2 * 


1.65 


1.75 


1.95 


2.10 


2.25 


2.40 


M * 


1.60 


1.70 


1.90 


2.05 


2.20 


2.35 


2 


1.60 


1.70 


1.90 


2.05 


2.20 


2.35 



Approximate Number of Nails per Pound 



Bright 


Galvanized 


10^ 


i i 


12 


ioy 2 


n 


12 


Gauge 


Gauge 


Gauge 


Gauge 


Gauge 


Gauge 


226 


255 


360 


203 


234 


339 


215 


235 


328 


189 


210 


286 


196 


215 


300 


177 


195 


261 


180 


197 


275 


164 


180 


243 


165 


180 


250 


152 


168 


225 


145 


160 


220 


130 


135 


210 


128 


141 


189 


115 


128 


182 


112 


125 


176 


105 


118 


164 
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American Felt Roofing Nails 

ExtrTlff A large head. 



nail especially - 
designed for, 
use in laying 5 
prepared roof- 
ing material. 
This nail, hav- 
^ ing an extra 
large head and thin shank, meets admirably the require- 
ments for placing all prepared roofing. The head is 
reinforced on the shank so that it will not easily pull or 
break off. 



Large 
Heavy 
Rein- 
forced 
Flat 
Head 
Needle 
Point 




Length 


Gauge 


Count per Pound 


Diameter 






of Head 






Bright 


Galvanized 


X inch 


No. 11 


184 


164 


Y% inch 




" 11 


175 


157 


H ' 


1 


" 11 


162 


145 


X " 


IX " 


" 11 


149 


133 


x " 


1M « 


" 11 


136 


122 


H * 


m u 


« ii 


110 


100 


X " 


m * 


" 11 


90 


80 


X • 


x " 


" 12 


210 


188 


X " 


x u 


u 12 


195 


175 


X " 


i 


" 12 


180 


162 


X « 


iH ' 


u n 


170 


154 


% ■ 


IX ' 


" 12 


161 


147 


X ' 


\y% « 


" 12 


141 


133 


X " 


i% « 


" 12 


120 


110 


X " 



Standard Barbed Roofing Nails 



Flat Head, Diamond Point 
Am. Steel & Wire Co.'s Steel Wire Gauge 



Size 


Length and Gauge 


Extra Over 
Base Price 


Approx. 
No. to Lb. 




H 


inch 


No. 13 


$1.55 


714 


1/ a 
7% 


Vs 


Ml 


u 12 


1.30 


469 


1 


l 


M 


* 12 


1.20 


411 




m 


u 


u 12 


1.10 


365 


m * 




a 


* 11 


.95 


251 






a 


" 11 


.90 


230 


m * 




u 


" 10 


.80 


176 


i% ■ 


m 


a 


" 10 


.75 


151 


2 


2 




" 9 


.65 


103 
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American 
Leak-Proof Roofing Nails 

Zinc Coated 




iy 2 x 9. 

l%x 9. 
2x9. 
1^x10. 

lMxio. 

2 xlO. 




Approximate 
Count 

98 per lb, 

87 per lb. 

79 per lb. 
115 per lb. 
106 per lb. 

93 per lb. 



A great time and money saver over the old 
method of nail and lead washer combined, and 
also the present lead headed nail. 

Eliminate waste. Why pay for lead at high prices and 
freight charges on useless weight when our SELF-SEAL- 
ING, LEAK-PROOF NAILS will do the work equally as 
well or better at a surprising reduction in cost? 

The extra heavy coating of zinc over the entire surface 
of the nail — shank as well as head — insures the fullest 
protection against rust so they will last the life of the best 
grades of corrugated roofing. 

The self-sealing principle involved in the design and 
construction of this nail is the most important feature. The 
curved spring head does the work, making a perfect seal. 

The nub of the head of the nail aids in driving so as to 
prevent distortion of the head. 
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Oil Quench Hardened Concrete Nails 




The increase in concrete construction of buildings, etc., 
has demanded a new type of nail for fastening Metal 
Corner Beading, Door Bucks, and Carpet Strips to cement. 

All lengths and gauges can be supplied. Packed in kegs 
of 100 lbs. each. 



Shade Nails 



Made in % and 1-inch 
lengths, of No. 13 gauge wire, , 
with slightly countersunk 
34-inch diameter flat head, 
and needle point. 

PRICES on these nails are 
the same as for miscellaneous 
nails, plus extras for special 
features, such as for head and 
point, as shown in Miscel- 
laneous Nail list. 



Flat 
Slightly 
Count- 
1 orsunk 
* Head. 
Needle Point 



Shade Roller Pins 




These pins are made in 
different sizes, according to 
specification. 




Illustrations 
Actual Size 
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PEERLESS HOOP NAILS 

Especially designed for at- 
taching wooden hoops to bar- 
rels. The special point provides 
a clinch which is very effective 
when driven against a piece of 
metal. 



T 



TT 



Length 



% inch 

H ' 
Vs * 



l 




Approximate 
Count per Lb. 

1464 
1264 
1080 
880 



Mrs. McGregor Nail Boxes 




Containing an assortment of nails. 
Very handy for use about the house. 

Put up in illuminated tin display 
boxes, 2 3^x3 inches. 

Weight of nails and box, 7 ounces. 
Packed in case, one gross in a case. 



Hoop Fasteners 



No. 



No. 1 



No. 2 



No. 3 







Length 


Gauge 


Approx. 
Count 
per lb. 


Extras Over Standard 
Nail Base 
Bright | Blued 


No. 


1" 


8 


102 


$1.55 


$1.90 


No. 1 


w 


9 


212 


1.85 


2.20 


No. 2 




10^ 


308 


1.95 


2.30 


No. 3 


% a 


13 


832 


2.85 


3.20 



Galvanized, same extra as applies to Standard Nails. 
Packed 100 lbs. to the keg. 
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Kuphed Nails 



Nail set will not siip— 

Wood will not be marred- 



Kuphed Nails and Brads furnished only when specified 

MADE IN ALL SIZES 



Steel Escutcheon Pins 

Oval Head, Needle Point 



Made in various lengths and gauges, with 
oval head and needle point. 

Prices on these nails are the same as for 
miscellaneous nails, plus extras for special 
features, such as for head and point as shown 
in Miscellaneous Nail list. 



Illustrations 
Actual Siate 
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American Duplex Head Nails 

For theatre, auditorium and other building scaffolds. 

EASY TO 
DRIVE— EASY 

TO PULL 
A Nail That Will 
Save the Lum- 
ber as Well as 
Save Labor in 
the Driving 

Used for all 
scaffolding, 
foundation , 
column and 
other concrete 
forms and all 
temporary 
lumber con- 
structions. 
They are light- 
er in weight 
giving more 
nails to the 
pound. Easy 
to pull out and can be 
re-used. 

Made with a sharp 
point and a special 
heavy double head 
easy for driving. Manufactured 
in six sizes: 

6d, 8d, 10d, 16d, 20d, 30d. 




Samples on request. 



20d 




Size 


Length 
Overall 


Gauge 


Distance 
Between 
Heads 


Measure- 
ment 
Under 
Lower 
Head 


Approx- 
imate 
Count 

per 
Pound 


Extras 
;»er 10') 
ibs. Over 
Base 


6d 
8d 
lOd 
16d 
20d 
30d 


2" 

2V 2 " 
3" 

3V2" 

4" 


9 
8 
6 
5 


% 

H 


1%' 
*W 

4" 


150 

88 
62 
44 
29 
20 


$3.40 
3.20 
3.00 
2.80 
2.60 
2.40 
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American Dual Head Anchor Nails 

Pearson Coated 




For anchoring automobiles, machinery, etc., 
to freight car floors in shipping. 

These nails are driven through the lower 
flanges of band steel and through wooden cleats 
into the floor of the car. The object of the Dual 
Head is to facilitate withdrawal of the Nails. 

Made in lengths 2, 234, and 2% inches, 
measured under the lower head — this means 
2}/2, 2 z /i and 3 inches over-all. 

Principal demand is for 2M inch No. 6 gauge. 
Packed in kegs of 100 lbs. each. 



Length 


Advances 
Over Base 
No. 6 


Approximate 
Count per 
Pound 
No. 6 


Advances 
Over Base 
No. 7 


Approximate 
Count per 
Pound 
No. 7 


2' 

2M' 
2H' 


$2.75 
2.75 
2.75 


43 
39 
34 


$2,85 
2.85 
2.85 


49 
44 
39 
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Large Oval Head Long Diamond Point Hinge Nails 



Heavy 




Light 



(Sometimes Called Truss Head Nails) 
Approximate Number Per Pound 



Length 


8 /f 6 -inch 






81 


47 


m * 


68 


41 


2 « ... 


61 


33 


2H « 


54 


31 


2V 2 « 


48 


28 


m * 


45 


26 


3 « 


41 


24 



Hi inch and X 
Inch by 1 H inch, 

1 % inch, 2 inch. 

2 H inch. 2 % inch 
and 3 inch. 

Packed in 
Kegs, and 50, 
25, 10 and 5 
Pound Boxes. 



Annealed Wagon Nails 

Made with different styles of heads, such as Oval, Cone, 



Countersunk or Steeple heads, 
Btyles if desired. Well barbed 
and thoroughly annealed, with 
heads perfectly uniform, these 
wagon nails are especially 
adapted for blacksmiths' use. 

PRICES on these nails are 
the same as for miscellaneous 
nails, plus extras for special 
features, such as for heads, 
barbing and annealing, as 
shown In Miscellaneous Nail 
List. When ordering specify 
style, point, finish and all 
features. 



or a combination of these 

Cone Cone 
Oval Head 
Head 





Diamond Point 
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Gutter Spikes 




Countersunk Oval Head Chisel Point 



Made in lengths of 5}4 inches to 10 inches inclusive, 
with either flat head, diamond point, or oval head, chisel 
point. 

Made in various gauges from %>-inch to No. 8, inclusive. 
Bright or Galvanized. 



Basket Nails 




Are usually 
made ^-inch 
or J^-inch in 
length, of 
No. 18 gauge 
smooth wire, 
with needle 
point and large 
flat head. 
PRICES on 
these nails are the same as 
for miscellaneous nails, plus 
extras for special features, 
such as for head and point, 
shown in Miscellaneous Nail 
Vst. 



Flat Head 
Diamond 
Point 



Saddlery Nails 
(Hame Rivet) 




Oval Head 
Long Diamond Point, 
Annealed, Smooth 

Made in 1^-inch 
length of No. 7 and 
No. 7 Y<i gauge wires. 

These nails are 
used as rivets for 
fastening trimming 
to a hame. After 
they are driven the 
point is cut off and 
the end is riveted. 
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American Beer Case Nails 

BEER case nails properly designed for the work intended 
for them. Made of special steel — they drive straight 
and true—resist bending— hold tenaciously. 

Various lengths and gauges used accord- 
ing to thickness and grade of lumber. 
Standard sizes shown below : 



STRAP NAILS 



Length 


Gauge 


Approx. Count 
Per Lb. 


1H 


13 


410 


IH 


\2Vo 


300 


IH 


12 


225 


2 


1 1 1 2 


175 



<=> HINGE, LOCK and LATCH 
4 i J PLATE NAILS 



] 



Length 


Gauge 


Approx. Count 
Per Lb. 


H 


14 


1030 


H 


14 


860 


H 


13 


800 


H 


13 


680 


H 


13 


585 


\y% 


13 


450 




13 


410 




13 


390 



CLEAT NAILS 



Length 


Gauge 


Approx. Count 
Per Lb. 






686 


1 


14 


669 


1H 


13 


450 




13 


430 




13 


410 


m 


13 


380 




13 


390 




123^ 


268 




12 


216 



] 



1 



All nails can be furnished in Bright, Gal- 
vanized, Tinned or Pearson (Cement) 
Coated, to match finish of hardware, smooth or barbed 

STRAP NAILS— Oval Head, Short Diamond Point. 

OTHER STYLES — Oval Head, Long Duck Bill Point, 
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Peerless Beer Case Nails 




For Hinges, Locks and Latch Plates 

Made of special steel^Peerless Beer Case Nails will not 
break when clinched; they will drive straight and resist 
bending. The long tapering body or shank of the nail elim- 
inates splitting of the wood and makes a perfect clinch. 

These nails can be furnished in bright, blued, galvanized, 
tinned or (Pearson) cement coated, and with oval or flat 
heads. 



Length 



Gauge 



Approx. Count 
Per Lb. 



1 

ix ; 

Samples furnished on request. 



L2 



928 
888 
700 
625 
440 




American Sign Nail 




Length 



OVAL HEAD— NEEDLE FOUNT 



For hanging paper or 
metal signs 



15 



Gauge 



8 



Approx. Count 
Per Lb. 



11 
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Barge Spikes 



Flat Head 



Diamond Head i 




Boat, railroad and 
barge spikes are driven 
mostly in hard timbers 
ani it stands to reason 
that a spike with a 
clean cut, sharp, chisel 
point will facilitate the 
work. 

Our process of manu- 
facture insures a prod- 
uct that has all the 
essential features ne- 
cessary in a spike that 
will drive easily and 
hold well after driven. 

The proper stock is 
used to make spikes 
that will drive straight 
and true and our prod- 
uct runs uniform as to 
lengths and gauges. 
Heads will not fly off. 

For a first-class job 
in track, bridge or 
trestle work use Ameri- 
can Steel & Wire Com- 
pany Railroad and Boat 
Spikes. 

(See Boat Spikes, 
Page 28. Railroad 
Spikes, Page 42.) 



Sizes 

>4 inch square, 3 to 3 ]4 inches long 




14 
H 
H 



4 to 8 inches long 

3 % inches long 

4 to 8 inches long 

3 to 3 14 inches long 

4 to 12 inches long 
6 to 1 2 i nches long 
6 to 12 inches long 
8 to 14 inches long 



In kegs of 200 pounds. 




Chisel Point 

Illustrations 
Actual Size 



Button or Oval Head considered standard and will ot 
furnished unless orders specifically call for Diamond Head 
or Flat Head. 



m 
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Tie and Pole Dating or Marking Nails 




Illustrations Actual Size 



Furnished with Raised or Depressed Figures 



SIZES 


Approximate Count per Pound 


Extra over 
Base per 
100 lbs. 
Round 
Shank 


Round 


Square 


Bright 


Galv. 


Bright 


Galv. 


2 l /2 in. by \i in. 
2 in. by in. 
\% in. by X A in. 


30 

34 
43 


26 
32 
39 


23 
30 
35 


20 
26 
32 


$1.00 
1.10 
1.25 



Nails. 

Shimming Spikes 

These spikes are used for fastening rails on trestle work 
where the spike is to be driven through a stringer (shim) 
into the tie beneath. 

The orders for these spikes generally 
specify 7 in. or 8 in. long x % in. square. 
Price — Base Price of Railroad Spike. 





Approximate 


Size, Measured Under Head 


Number 


Per Keg 


7x% 


278 


8x% 


260 




Reversed points, J£c. per pound extra. 

Other than regular sizes shown above can be furnished at a slight 
v=xira charge. 

Packed in strong, well-made kegs of 200 lbs. each. 

These spikes are driven mostly in hard timbers and it stands to 
reason that a spike with a clean-cut, sharp chisel point will facilitate 
the work. 

Our process of manufacture insures a product that has all the 
essential features necessary in a spike that will drive easily and 
hold well after driven. 

The proper stock is used to make spikes that will drive straight 
and true, and our 1 product runs uniform as to lengths and gauges. 
Heads will not fly off. 

For a first-class job in track, bridge or trestle work use American 
Steel & Wire Company Railroad and Shimming Spikes. 
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Railroad Spikes 

Extras over Base Price 

Per 100 



Per 100 

In. Lbs. 

3 to4H $0.90 

3 75 

ZU to4H 65 

2H 65 

3 to3H 50 

4 to 5 25 

and larger. . . . Base 



In. In. Lbs. In. 

M 1H S2.50 % 

H IH 2.25 % 

X 2 to2}4 2.00 % 

X 3 1.85 H 

% 2 to 4 1.70 H 

H 2 1.25 H 

% 2H 1.15 *% 

Reversed points, J^c. per pound extra. 
Other than regular sizes shown above can be furnished at a 
slight extra charge. 

Packed in kegs of 200 pounds. 

* 9 ,6-inch railroad spikes are not made by us, but we carry in stock 
sizes 5 and 5}>4 x % for convenience of 
customers in making shipment of mixed 
carloads of our railroad and boat spikes. | 

Approximate Number of Railroad 
Spikes to a Keg of 200 Pounds 



Size 
Meas. 
Under 
Head 



5 xH 

4 t xM 

3^x^ 
3 

2Hxy 2 
5 xWs 
4Mxlf 6 

4 x% 

3 x% 

5 x% 
*H*H 

4 xH 
3HxM 

3 x% 
2Hx% 
2Hx% 

2 x% 

4 x% 

3 x% 

2XxK< 

2 x% 

3 xH 
2V 2 xH 
2X*X 
2 xH 

lHxX 
iXxX 



Aver. 
No. 
per 
Keg 


Ties 2 Feet Between 
Centers, 
4 Spikes per Tie, 
Makes per Mile — 


460 


4,592 lbs 


.—22.96 kegs 


528 


4,000 




—20.00 ■ 


592 


3,568 




—17.84 " 


660 


3,200 




—16.00 - 


732 


2,886 


« 


—14.43 " 


814 


2,596 


u 


—12.98 * 


664 


3,178 




—15.89 ' 


712 


2,966 


a 


—14.83 ' 


764 


2,766 


a 


—13.83 * 


854 


2,474 


u 


—12.37 ■ 


1,032 


2,048 


tt 


—10.24 « 


1,210 


1,746 




— 8.73 ' 


908 


2,326 


a 


—11.63 ■ 


1,000 


2,112 


a 


—10.56 * 


1,092 


1,934 




— 9.67 « 


1,200 


1,760 


i 


— 8.80 * 


1,342 


1,574 




— 7.87 * 


1,600 


1,320 


■ 


— 6.60 * 


1,750 


1,206 




— 6.03 * 


1,902 


1,112 




— 5.56 * 


1,630 


1,308 




— 6.54 ■ 


1,810 


1,168 




— 5.84 " 


2,066 


1,024 




— 5.12 * 


2,380 


888 




— 4.44 « 


2,760 


766 




— 3.83 ■ 


2,912 


726 




— 3.63 * 


4,200 


504 




— 2.52 


3,266 


646 




— 3.23 " 


4,120 


512 




— 2.56 * 


4,600 


460 




— 2.30 * 


4,778 


442 




— 2.21 


6,000 


352 




— 1 76 " 


7,920 


266 




— 1.33 " 




NOTE — The 
to be *>ound in 



above is 
any way 



given as approximate, and Company is not 
to protect these figures. 
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Square Boat Spikes 

Diamond Head — Chisel Point 
Extra* over Base Prices 




Also used for dock and 
heavy plank work 



Length 
Inches 

\i inch square, 3 to 3H 
% inch square, 4 to 8 
•V«j inch square, 3^ 
5 ^' 6 inch square, 4 to 8 
% inch square, 3 
Y A inch square, 4 

inch square, 6 

inch square, 6 
^ inch square, 8 



to 3H 
to 12 
to 12 
to 12 
to 14 



Per 100 

Lbs. 
$U2S 
1.00 
.95 
.70 
.80 
.55 
.45 
.40 
.40 



OTHER SIZES: Other than regular sizes shown 
above, can be furnished at a slight extra charge. 

Packed in 200-lb. kegs. 
Approximate Number of Boat Spikes per Keg of 
200 Pounds 





Length, Inches 




4 


5 


6 


7 


% in. sq. 
14 in. sq. 
7 /ie in. sq. 
% in. sq. 
% in. sq. 
]4 in. sq. 
























480 


1,114 
1,776 
2,576 


930 
1,342 
2,134 


816 
1,124 
1,778 


690 
978 
1,488 



Length, Inches 





8 


9 


10 


11 


12 


13 


14 

122 
192 


% in. sq. 
Vi in. sq. 

in. sq. 
% in. sq. 
% in. sq. 
X in. sq. 


214 
324 
438 
622 
858 
1.382 


190 

286 


176 

258 
378 
492 
706 


244 


144 
220 




532 
776 




434 






















NOTE — The above is given as approximate, and 
the Company is not to be bound in any way to protect 
these figures. 

These are driven mostly in hard timbers and it 
stands to reason that a spike with a clean-cut sharp, 
chisel point will facilitate the work. 

Our process of manufacture insures a product that 
has all the essential features necessary in a spike 
that will drive easily and hold well after driven. 

The proper stock is used to make spikes that will 
drive straight and true, and our product runs uni- 
form as to lengths and gauge. Heads will not fly off 

For a first-class job in bridge or trestle work use 
AMERICAN STEEL & WIRE COMPANY Boat 
Spikes. 
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Sheet Roofing Fasteners. Egg Case or Crate 
Fasteners, and Meat Tag Fasteners 



Sheet Roofing Fasteners 




Made in the Following Sizes 

Am. Steel & Wire Co.'s Steel Wire Gauge 



Length 




Approximate 


Diameter 


Count per Pound 




14 inch 


46 


7 " 


Y% inch 


40 


8 u 


]/% inch 


34 


9 w 


Y% inch 


31 


10 « 


Y% inch 


28 


12 « 


Y% inch 


23 


14 « 


Y% inch 


20 


8 u 


No. 10 gauge 


30 


9 u 




27 


10 * 


u 


24 


12 * 


a 


20 


13 ■ 


a 




14 * 


a 




15 " 


u 




15K 2 " 


« 





Annealed or galvanized 



Egg Case or Crate Fasteners 



These fasteners are made in differ- 
ent sizes, according to specifications. 
Price upon application. 

nMeat Tag 
Fasteners 
Packed 1,000 in a car- 
ton, 150 cartons to the 
case. Also in kegs. Approximately 1,000 to the 
pound. Coppered or tinned. 

Actual Size 
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Solid Copper Wire Nails 

The life of a roof largely depends upon 
its fastening. Regardless of the roofing 
material used, its service ends when the 
nails fail. 

Copper Nails last indefinitely. They are 
moisture and corrosion proof and will not 
"frost-crack." 

Contractors agree as to the superior 
advantages of Copper Nails. 

Copper Nails are used for many pur- 
poses besides roofing and we can supply any size or style 
required, but make regularly— 

ROOFING SHINGLE 
SLATING COMMON 





FIRE DOOR NAILS 

Nails for use in applying the metal covering to wood cores 
of tin clad Fire Doors have been variously specified but 
usually by length and gauge. 

Recently the Underwriters' Laboratories have estab- 
lished new limits as to maximum and minimum diameters 
which will be acceptable and these limits permit the fur- 
nishing of various Standard Nails. Their requirements call 
for Nails not less than 0.09 inch nor heavier than 0.100 
inch in diameter and the usual lengths called for are 1^£ 
inch and 2 inch. 

These specifications will permit the use of 3d Shingle 
Nails or 6d Box Nails which are of the following dimensions: 
3d Shingle 1}^ inch No. 13 gauge 

6d Box 2 inch No. 12}^ gauge 

Fire Door Nails are usually called for full barbed. 
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Miscellaneous List 

Price Per Pound of Flat or Brad Head Coated Nails in 1, 5, or 
10 Pound Packages 



No. y 4 Inch 

19 $1-04 

20 1.29 

21 1.59 

22 1.94 

No. % Inch 

18 $0-84 

19 94 

20 1.04 

21 1.29 

22 1.59 

No. y 2 Inch 

14-16 $0.59 

17 64 

*8 69 

19 79 

20. . 89 

21 1-04 

22 1.29 

No. % Inch 

12-14 $0.47 

15 .49 

16 54 

17 56 

18 62 

19 69 

20 79 

21 89 

22 1.14 



No. 


% Inch 


10-12 


$0.40 


13, 14 


.42 


15 


.46 


16 


.47 


17 


.50 


18 


.56 


19 


.64 


20 


.74 


21 


.89 


No. 


7/ 8 Inch 


8-12 


$0.37 


13 


.38 


14 


.... .39 


15 


.40 


16 


.43 


17 


.47 


18 


.49 




60 


20 


.71 


No. 


1 Inch 


7-12 


$0.34 


13 


.35 


14 


.36 


15 


.37 


16 


40 


17 


.44 


18 


.47 


19 


.57 


20 . . 


68 



No. 


1 V 8 Inch 


7-12 




13 


35 


14 15 


i& 


16 


.39 


17 


.44 


18 


.47 


19 


.57 




1 V4 and 


No. 


1 3/ 8 Inch 


6-12 


$0.33 


13 


.34 


14 


35 


15 


36 


16 


38 


17 , . 


.43 




1 V 2 and 


No. 


1 % Inch 


4-13 


$0.33 


14 . 


34 


.15 


35 


16 


37 


17 . , , 


.42 


No. 


134 Inch 


4-13 


$0 32 


14 


33 


15 ... 


.34 


16 


.36 


17 


42 



LIST OF EXTRAS— Subject to Discount 

Add to list, 3 cents per pound for barbing. 3 cents per pounds for 
annealing. 3 cents per pound for Special Heads. 3 cents per pound 
for Special Points. 

Nails heavier or longer than listed, at special net prices, according 
to quantity. 

DEDUCTIONS FROM LIST PRICES 

Deductions for 25 and 50 pound boxes, 2 cents per pound. 
Deductions for nails in 100 pound kegs, 4 cents per pound. 

SEE PAGE 7 FOR QUANTITY EXTRAS 
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SEPTEMBER 1st, 1926 
EXTRAS IN 100 LB. KEGS 
American Steel & Wire Company's Steel Wire Gauges 



Coolers 


Corkers 


Size 


Length 

and 
Gauge 


Advance 
Over 
Base 
per 100 
Lbs. 


Approx- 
imate 
No. 
Nails 

per Lb. 


Size 


Length 

and 
Gauge 


Advance 
Over 
Base 
per 100 

Lbs. 


Approx- 
mate 
No. 
Nails 

per Lb. 


2d 
3d 
4d 
5d 
6d 
7d 
Sd 
9d 
lOd 


1 xl6 

2 Hxl2 ^ 
2^x11^ 
2MxllM 
2^x11 


$2.40 
1.90 
1.55 
1.35 
1 .15 
.90 
.75 
.75 
.65 


1084 
848 
488 
364 
275 
212 
142 
130 
104 


2d 
3d 
4d 
5d 
6d 
7d 
8d 
9d 
lOd 
12d 
16d 
20d 
30d 
40d 
50d 
60d 


1 xl6 

1^x15 
1 Hxl3 H 
1 5^x13 H 

1 Kxl2 U 

2 Hxny 2 

2Hxll 
2 ^xll 

2 JixlO 

3 HxlO 
3%x 9 
3Hx 7 
4%x 6 
4^x 5 
5 Hx 4 
5Jdx3 


$2.40 
1 .80 
1.50 
1.35 
1.05 
.90 
.70 
.70 
.60 
.55 
.45 
.35 
.35 
.35 
.35 
.35 


1084 
678 
392 
364 
232 
212 
129 
114 
84 
77 
59 
36 
27 
21 
16 
12 


Sinkers 


2d 
3d 
4d 
5d 
6d 
7d 
8d 
9d 
lOd 
12d 
16d 
20d 
30d 
40d 
50d 
60d 


1 xl6 

1 Hxl5M 
15^x14 

lf|xl3 
2Hxl2^ 

2 ^xll 

%m 

3«X 7 

4^x 6 
4Hx 5 
SHx 4 

5%x 3 


$2.40 
1 .90 
1.55 
1.35 
1.15 
.90 
.75 
.75 
.65 
.55 
.45 
.35 
.35 
.35 
.35 
.35 


1084 
848 
488 
364 
275 
212 
142 
130 
104 
77 
61 
37 
29 
21 
16 
13 


Egg Case Nails 


2d 
3d 
4d 


1 xl6 
1Hx15 
1 ^xl4 


$2.65 
2.15 
1 80 


1050 
738 
435 


Box Nails 


2d 
3d 
4d 
5d 
6d 
7d 
8d 
9d 

iod 


1 xl6 H 
1 Hxl6 
1Hx15H 

1 Hxl5 
1Hx13M 

2 Hxl3^ 
2 Hxl2 H 
2 ^xl2H 
2&11H 


$2.55 
2.05 
1.90 
1.70 
1.30 
1.20 
1.00 
1.00 
.90 


1300 
950 
710 
536 
306 
268 
186 
167 
118 


Fruit Box Nails 


4d | 1 3/8x15 


| $1.95 


| 623 


Veoeer Box Nails 


4d 


1 1 Hxl4 


1 $1.95 


| 435 


Apple Box Nails 


Orange Box Nails 


5d 

5 y 2 d 


1 Sxll 
1Mx14 


1 $1.50 
1 $1.40 


1 418 

1 388 


4d 


1Mx15 


$2.00 


679 


American Steel & Wire Co.'s Steel Wire Gauge 


Heavy Barbed Car Nails 


Light Barbed Car Nails 


Size 


Length 

and 
Gauge 


Advance 
Over 
Base 
per 100 
Lbs. 


Approx- 
imate 
No. 
Nails 

per Lb. 


Size 


Length 

and 
Gauge 


Advance 
Over 
Base 
per 100 
Lbs. 


Approx- 
imate 
No. 
Nails 

per Lb. 


4d 


1 Hxl2 


$1.20 


274 


4d 


1 Hxl3 


$1.35 


335 


5d 


1^x10 


1.00 


138 


5d 


1^x11 


1.05 


176 


6d 


2 xlO 


.95 


117 


6d 


2 xll 


1.00 


149 


7d 


2^x 9 


.85 


85 


7d 


2^x10 


.85 


103 


8d 


2 Hx 9 


.75 


78 


Sd 


2 J^xlO 


.75 


96 


9d 


§ 


.75 


62 


9d 




.75 


74 


lOd 


3x8 


.70 


55 


lOd 


3x9 


.70 


65 


12d 


3Hx 7 


.65 


44 


I2d 


3Kx 8 


.70 


51 


16d 


i Hx I 


.60 


38 


16d 


3^x8 


.65 


48 


20d 


4 x 6 


.50 


29 


20d 


4x7 


.50 


36 


30d 


4Hx 6 


.50 


26 


30d 


4Hx 7 


.50 


31 


40d 


5x5 


.50 


20 


40d 


5 x 6 


.50 


24 


50d 




.50 


15 


50d 


5 Hx 5 


.50 


17 


60d 


6x4 


.50 


14 


60d 


6 x 5 


.50 


16 



SPECIAL EXTRAS ON PEARSON COATED NAILS 
Barbed Nails, 25c per 100 lbs. extra (except as provided for above. 
Special Heads. 15c per 100 lbs. extra. Special Points, 15c per 100 lbs. extra. 
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The original Pearson Nail — same as the Sinkers in all 
particulars except the h^ad. The Cooler head is fat under- 
neath and of slightly greater diameter than that of the 
Sinkers. Coolers are perfectly satisfactory for hand driving 
in the softer woods, but are especially designed for machine 
driving in boxes, crates, or other shipping packages. 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


2d 


$2.40 


1084 


i 


16 


3d 


1.90 


848 


m 




4d 


1.55 


488 




14 


5d 


1.35 


364 


m 


isy 2 


6d 


1.15 


275 


lVs 


13 


7d 


.90 


212 


2H 


12V 2 


8d 


.75 


142 


2Vs 


UH 


9d 


.75 


130 


m 


UH 


lOd 


.65 


104 


m 


n 



Egg Case Nails 

u Endorsed by the carriers, and having every feature de- 
sirable for the use intended, these are undoubtedly the 
only perfect nails for egg cases. 

American Steel & Wire Co.'s Steel Wire Gauge 





Advance 


Number of 


Length 


Gauge 


Size 


over Base 


Nails Per Lb. 


(Inches) 


No. 


2d 


$2.65 


. 1050 


1 


16 


3d 


2.15 


738 


IH 


15 


4d 


1.80 


435 


m 


14 


Parquet Floor IN 


ails 



Deep Countersunk Head, Long Diamond Point 



1% INCH X IS 

They leave a small, clean, easily puttied hole. The 
holding-power of the coating overcomes any tendency of 
the floor to spring or squeak. Net prices quoted on 
application. 

Lengths: 1H inch and \M inch. Gauges: Nos. 15 and 16. 
Points: Either Long Diamond or Needle. Packings: In 100 lb. 
kegs and 25 lb. boxes. 



Large Flat Head 
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Heary Barbed Car Nails 




7d Diamond Point 

Specify whether Csk. Oval or Flat Csk. Heads 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
JNaus .rer i^D. 


Length 
(Inches) 


Gauge 
No. 


4d 


$1.20 


274 


IH 


12 


5d 


1.00 


138 


IH 


10 


6d 


.95 


117 


2 


10 


7d 


.85 


85 


2H 


9 


8d 


.75 


78 


2V 2 


9 


9d 


.75 


62 




8 


lOd 


.70 


55 


3 


8 


12d 


.65 


44 




7 


16d 


.60 


38 




7 


20d 


.50 


29 


4 


6 


30d 


.50 


26 




6 


40d 


.50 


20 


5 


5 


50d 


.50 


15 




4 


60d 


.50 


14 


6 


4 



Light Barbed Car Nails 




Specify whether Csk. Oval or Flat Csk. Heads 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


4d 


$1.35 


335 




13 


5d 


1.05 


176 


m 


11 


6d 


1.00 


149 


2 


11 


7d 


.85 


103 


2H 


10 


8d 


.75 


96 


2V 2 


10 


9d 


.75 


74 


2% 


9 


lOd 


.70 


65 


3 


9 


12d 


.70 


51 




8 


16d 


.65 


48 


W2 


8 


20d 


.50 


36 


4 


7 


30d 


.50 


31 




7 


40d 


.50 


24 


5 


6 


50d 


.50 


17 


5H 


5 


60d 


.50 


16 


I 6 


5 
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Special Box Nails 

Large Flat Head — Diamond Point 



Orange Box 

For Western orange boxes and other fruit packages. 
Note.— As a great majority of 4d Box Nails used on the Pacific 
coast are for orange boxes. Orange Box Nails will be shipped on 
all orders sent to our Pacific Coast Agents for "4d Box Nails," 
instead of the regular 4d Box Nails shown on page 9, unless orders 
specifically instruct to the contrary. This does not apply to any 
but orders from Pacific Coast territory. When wanted elsewhere 
Orange Box Nails" must be specified on the order. 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


4d 


$2.00 


679 


tX 


15 



Fruit Box 

Large Flat Head — Diamond Point 



For Southern orange boxes, pineapple crates, and other 
fruit packages. 

Note.— When Fruit Box Nails are wanted instead of the regular 
4a Box, it should be distinctly so specified on orders. 

American Steel & Wire Co.'s Steel Wire Gauge 



4d 



$1.95 



623 



IK 



15 



Veneer Box 
Large Flat Head — Needle Point 



HI 



For hoopless orange boxes. 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


4d 


$1.95 


435 




14 




Apple Box 
Large Flat Head — Diamond Point 














5d 
SV 2 d 


$1.50 
1.40 


418 

388 


w 


14 
14 
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Box Nails 

Large Flat Head — Diamond Point 



Box Nails are necessarily lighter in wire than Sinkers, 
but where conditions permit of their use are economical 
because of the larger count. 

American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


2d 


$2.55 


1300 


1 


16H 


3d 


2.05 


950 


m 


16 


4d 


1.90 


710 


m 


153^ 


5d 


1.70 


536 


m 


15 


6d 


1.30 


306 


m 




7d 


1.20 


268 


2Vs 


%m 


8d 


i.OO 


186 


2V S 


12H 


9d 


1.00 


167 


2% 


VTA 


lOd 


.90 


118 


2% 


ny 2 



Corkers 

Flat Countersunk Head. Diamond Point 



American Steel & Wire Co.'s Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 
Nails Per Lb. 


Length 
(Inches) 


Gauge 
No. 


2d 


$2.40 


1084 


1 


16 


3d 


1.80 


678 


IH 


15 


4d 


1.50 


392 


ijl 




5d 


1.35 


364 


151 




6d 


1.05 


232 


tJ4 


ny 2 


7d 


.90 


212 


2Vs 


ny 2 


8d 


.70 


129 


2% 


u 


9d 


.70 


114 


2% 


li 


lOd 


.60 


84 


2% 


10 


12d 


.55 


77 




10 


lod 


.45 


59 


m 


9 


20d 


.35 


36 




7 


30d 


.35 


27 




6 


40d 


,35 


21 




5 


50d 


.35 


16 


5Vs 


4 


60d 


.35 


12 


$14 


3 
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Sinkers 



7d 



The best all-around nail made for either hand or machine driving 
For use in all styles of wooden shipping packages and for all the every 
day uses to which nails are put. The heads cannot break or pull off. 

American Steel & Wire Co.'a Steel Wire Gauge 



Size 


Advance 
over Base 


Number of 

XT „ : 1 „ T> T u 

JNails rer Lb. 


Length 
(Inches) 


Gauge 
No. 


nA 

la 


$2.40 


1084 


1 


16 


1 A 


1.90 


848 


1H 


15H 


A A 


1.55 


488 




14 


5d 


1.35 


364 


V 8 


13 V£ 

10 Z2 


6d 


1.15 


275 


1% 


13 


7d 


.90 


212 


2Vs 


12H 


8d 


.75 


142 


2% 


ny 2 


9d 


.75 


130 


2Vs 


ny 2 


lOd 


.65 


104 


2% 


n 


12d 


.55 


77 


3Yb 


10 


16d 


.45 


61 




9 


20d 


.35 


37 




7 


30d 


.35 


29 


4^ 


6 


40d 


.35 


21 




5 


50d 


.35 


16 


sx 


4 


60d 


.35 


13 


SH 


3 



Corner Bead Staples 

Usually polished style 2 V length No. 
8 gauge with %" spread at points %* at 
shoulder. 

For applying metal beading and metal 
lath to building tile. 



Brick Staples 

Usually polished style, 2\i" length No. 6 
gauge. With %" uniform spread. 
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Ribbon Wire Staples 

For stapling flat twisted ribbon 
wire. Cut from No. 9 wire in 1^-in., 
1%-in. and 2-in. lengths. 



Metal Lath Staples 

Furnished in Standard size, 1-in., 
l Vs-m. f 1^-in., and lj£-in. No. 14 
gauge. Principal demand is for 1-in. 

— Furnished in fol- 

/^ saa ^\ lowing finishes: 

f \tt BLUED, POL- 

ISHED or GAL- 
VANIZED. 

Note: Blued staples packed in paper 
lined kegs are considered Standard and 
will be furnished unless otherwise specified. 
This finish usually called for because 
\J W lathers carry in mouth, and process of 
manufacture insures a sanitary product, 
free from grease and dirt. There is a growing demand for 
this style staple same as for sterilized blued lath nails. 




Galvanized Hoop Staples 
Used for Putting on Wire Hoops 
Full Size Number of Galvanized 

J^-in. Wire Hoops Staples 

No. 14 Gauge Wire to the pounds 

% inch, No. 14. . 568 

^inch, No. 14 ..610 




Galvanized Poultry Netting Staples 

Packed in 100-lb. kegs; 50, 25, 10 and S ib. wooden 
boxes; 5 and 10-lb. and 1-Ib. papers. 

All 5 and 10-lb. paper packages are packed 
in wooden boxes for shipment. 

Number of Poultry Netting Staples 
to the pound 

^inch, No. 14 480 

J^inch, No. 14 416 

1 inch. No. 14 35i 



The spread of all staples is measured at the shoulder and not at 
the points. 
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Fence Staples 



Length 


Approximate 
No. to Lb. 




No. 




1 (to 


1 OA 


1 


1 AO 


IH 


9o 




87 




72 




65 


r 


58 




47 


IS 


40 




Illustrations 
Actual Size 



Annealed* Polished or Galvanized 

Am. Steel & Wire Co.'e Steel Wire Gauge 

Made of No. 9 gauge wire .base price. 

Made of No. 8 gauge wire or coarser. ...... 25 cts. per 100 lbs, extra. 

Made of No. 10 gauge wire 20 cts. per 100 lbs. extra. 

Made of No. 11 gauge wire \ 30 cts. per 100 lbs. extra. 

Made of No. 12 gauge wire 45 cts. per 100 lbs. extra. 

Made of No. 13 gauge wire 65 cts. per 100 lbs. extra. 

Staples longer than 2)4 inches and up to 3 inches, 50 cts. per 100 
lbs., extra. Cannot furnish staples longer than 3 inches. 
Annealed staples same price as polished. 

Barbed staples, all lengths and gauges, 25 cts. per 100 lbs., extra. 
Oiling staples, 15 cts. per 100 lbs., extra. 

Special Spread Staples Subject to Quantity Extras. 



Steel Fence-Post Staples 

Usually made in 1 J^-inch length of No. 10 
gauge wire, with %-inch spread. 

Bright or Galvanized 

These staples are placed in punched holes 
of steel fence posts and points are clinched on 
the opposite side. 



Illustration 
Actual Size 
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American Barbed Wire 

E are the originators of barbed wire, and our mills making 
it today are the same ones first employed to produce it. 
Barbed wire is 
. one of the most prac- 
tical of inventions and 
its claim for extensive 
usage is based upon its 
Utility, low cost and 
durability. 

From the first we 
have maintained these 
three factors at the 
highest point, keeping 
pace with the ever-in- 
creasing efficiency in 
wire making and gal- 
vanizing. 

Our brands of Amer- 
ican Barbed Wire are 
known throughout the 
world to be unequaled 
for qualities uniformly 
to be relied upon; ten- 
sile strength by the em- 
ployment of the high- 
est quality steel for the 

purpose; regularity of twist; firmness, and sharpness of barbs by 
the employment of experienced supervision and the most modern 
and efficient machinery; excellent galvanizing, uniform winding 
on steel reels, patented and exclusively used by us. 

All brands of barbed wire made by us are plainly stenciled with 
the brand and registered trade marks. Customers who want good 
quality should insist on getting our well-known brands. Our 
motto is "KEEP UP THE QUALITY." 
We guarantee full weight for the even 100 lb. reels and full 
length for the 80 Rod spools. 

Ask for and insist on getting any of the old reliable brands 
illustrated and described on the following pages. 

Special Galvanized Barbed Wire. In addition to furnishing 
our different brands of barbed wire, either painted or galvanized, 
we will also furnish the same brands special galvanized,, of same 
quality of galvanizing as our telephone and telegraph wire. 





These are the long-used and established trade marks on our 
special brands of American Barbed Wire . Each in its 
own field stands for quality and excellence. 
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American Barbed Wire — Continued 
Baker Perfect Two Point (Two Prongs) 




A very popular brand which has stood the test for 30 years, and 
is a strong favorite wherever used. The flat barbs hold firmly in 
place and show up sharp and clear. 

There are many so-called Baker brands on the market, but only 
one genuine and original Baker Perfect. If you want the genuine, 
order Baker Perfect, and look for the registered trade mark on 
the spools. 

Even weight 100 lb. reels sold by weight. 

80 Rod Spools sold at a price per spool, and guaranteed to contain 
full 80 rods. 

Thickset or Hog, barbs about 3 inches apart. 

Regular or Cattle wire, barbs about 5 inches apart. 

Main strands No. 12^ steel wire gauge. 

Flat barbs wrapped once around one of the main strands. 



Waukegan Two Point (Two Prongs) 
Waukegan Four Point (Four Prongs) 




Put up on red spools under the registered trade mark "Waukegan 
Chief." Indian head stamped on every spool. Universally recog- 
nized as the most perfect barb wire made. If you want the best, 
order the Waukegan on red spools with Indian head. 
Even weight 100 lb. reels sold By weight. 

80 Rod Spools sold at a price per spool, and guaranteed to contain 
full 80 rods. 

Thickset or Hog wire, barbs about 3 inches apart. 
Regular or Cattle wire, 2 point barbs about 5 inches apart. 
Regular or Cattle wire, 4 point barbs about 6 inches apart. 
Main strands of No. 12}4 steel wire gauge. 

Barbs are half round and each barb is wrapped once around the 
main strands. This makes a single wrap for the 2 point wire and; 
a double wrap for the 4 point. 
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American Barbed Wire — Continued 
Ellwood Glidden Two Point (Two Prongs) 



ELL WOOD 
GLIDDEN 




Two Point 

Galvanized or Painted 
100 lb. Reels or 80 Rod Spools 

This is the original "Genuine Glidden". Always sold under the 
Diamond "E" trade mark. Look for this trade mark on the spool 
when you buy this old, reliable brand. 
Even weight 100 lb. reels sold by weight. 

80 Rod Spools sold at a price per spool, and guaranteed to contain 
full 80 rods. 

Thickset or Hog wire, barbs about 3 inches apart. 
Regular or Cattle wire, barbs about 5 inches apart. 
Main strands of No. 12J^ steel wire gauge. 

Round barbs of No. 14 steel wire gauge wrapped twice around 
one of the main strands. 

Ellwood Junior Two Point (Two Prongs) 




Galvanized or Painted 
100 lb. Reels or 80 Rod Spools 

Made with half-round barbs and full strength strands. A good 
combination for a light weight, yet substantial, barb wire fence. 
No sacrifice of strength for saving in weight. 
Even weight 100 lb. reels sold by weight. 

80 Rod Spools sold at a price per spool, and guaranteed to contain 
full 80 rods. 

Thickset or Hog wire, barbs about 3 inches apart. 

Regular or Cattle wire, barbs about 5 inches apart. 

Main strands of No. 12^ steel wire gauge. 

Half round barbs wrapped once around one of the main strands. 

American Special Two Point (Two Prongs) 

AMERICAN 
SPECIAL 




Two Point 

Made in Galvanized only. Put up only on 80 rod spools. Thickset 
or Hog wire, barbs about 3 inches apart. Regular or Cattle wire, 
barbs about 5 inches apart. Main strands of No. 14 steel wire gauge. 
Barbs are round and of No. 16 steel wire gauge wrapped twice 
around one of the main strands. 
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American Barbed Wire — Continued 
American Glidden Two Point (Two Prongs) 




Galvanized or Painted 
100 lb. Reels or 80 Rod Spools 



The popular brand in all sections and for all general hog and cattle 
fence purposes — has many imitations, but no equal. If you want 
Glidden pattern insist on American Glidden. 
Even weight 100 lb. reels sold by weight. 

Made in Thickset or Hog wire, barbs about 3 inches apart. 

Made in Regular or Cattle wire, barbs about 5 inches apart. 

Main strands of No. 12 steel wire gauge in 100 lb. reels and 12^ 
gauge in the 80 rod spools. 

Round Barbs of No. 14 steel wire gauge wrapped twice around 
one of the main strands. 
80 Rod Spools sold at a price per spool, and guaranteed to contain 

full 80 rods. 



Lyman Four Point (Four Prongs) 




Galvanized or Painted 
100 lb. Reels or 80 Rod Spools 

One of the oldest brands of barb wire on the market — the best 
barb wire to use when a strong, heavy barb wire fence is required. 
Is an effective barrier against hogs and all kinds of stock. Easily 
seen by animals on account of the larger size barbs. 
Even weight 100 lb. reels sold by weight. 

Thickset or Hog wire, barbs about 4 inches apart. 

Regular or Cattle wire, barbs about 6 inches apart. 

Main strands of No. 12 steel wire gauge in 100 lb. reels and 12H 
gauge in the 80 rod spools. 

Round barbs of No. 13 gauge in the 100 lb. reels and 14 gauge in the 
80 rod spools. 

Each barb consists of two pieces of wire one wrapped around one main 
strand and then around both main strands. The other piece interlocked 
and wrapped around both main strands. 

80 Rod Spools sold at a price per spool and guaranteed to contain full 
80 rods. 
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Twisted Barbless Ribbon and Coiled 
Spring Steel Fence Wire 

Twisted Barbless Wire, Galvanized, Painted or Annealed 



Regularly furnished, wound on barbed wire reels 100 pounds each. 
Galvanized 2 ply 12 H also furnished on 80-rod spools. 

Regularly made in following sizes: 
2 ply, No. 11, 12 and 12 H Same price as American Glidden Barb Wire 
_ . 1 * . Per 100 Lbs. 

2 ply, Nos. 8, 9 and 10 $0.15\ 

2 ply, Nos. 13 and 14 .30 1 Advance over 

3 and 4 ply, Nos. 8. 9 and 10 .40 > American 

3 and 4 ply, Nos. 11, 12 and 12 H .25 I Glidden Barbed 

3 and 4 ply, Nos. 13 and 14 .55/ Wire 

Above sizes are regularly made, but other styles can be furnished. 



Galvanized Flat Twisted Ribbon Wire 




Made from H Inch No. 17 gauge wire and extra galvanized. Weight 
approximately 9 feet to the pound. Put up in catch weight reels. 

This material usually purchased for fencing blooded stock and high 
grade horses, also used for fencing purposes by parks and cemeteries. 



Galvanized Coiled Spring Steel Fence Wire 




Made in sizes 7 to 12, inclusive. 

Put up regularly in catch weight bundles, 
but can also be furnished in even 100 pound 
bundles without extra charge. 

This coiled wire is used for making fences in 
various forms. We put into this wire the best 
stock, and it is so coiled that it will retain its 
springiness against all expansion and contrac- 
tion due to weather conditions. 
American Steel 8c Wire Co.'s Steel Wire Gauge 
Ft. per lb. 

No. 7 ii 
No. 8 13.33 
No. 9 16.7 
No. 10 20 
No. 11 24. «l 

No. 12 jj 
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Extras on Annealed and Gal- 
vanized Fence Wire 



SIZES 

American Steel & Wire Com- 
pany's Steel Wire Gauge 


Annealed Wire 
Extra for Size Over 
Base Price 




Galvanized Wire 
xvxtra i or size wver 
Base Price 


No. to No 5 Tnr 


Base 


$0.25 


No. 6 to No 9 Tnr 


Base 


Base 


No. 10 


<£A AC 


.05 


No. 11. 


.10 


.10 


No. 12— No. 12}$. 


.15 


. xu 


No. 13 


.25 


.35 


No. 14 


.35 


.55 


No. 15 


.55 


.85 


No. 16 


.75 


1.05 


No. 17 


1.00 


1.40 


No. 18 


1.50 


1.90 



Even weight bundles 5c per bundle extra, except 100-lb. 
bundles which are considered standard and take no 
extra charge. 



Galvanized Brace Wire 

Furnished Nos. 8 and 9 gauge wire, in 5-lb. coils, packed 
20 coils to the bundle of 100 lbs. Sold in even 100-lb. 
quantities or multiples thereof, at $1.00 per 100 lbs. 
advance over price of No. 8 Galvanized Plain Fence Wire 
which is shown above. 

Stone Wire 

Made in sizes No. 16 gauge 
and finer. Bright, Annealed, 
Galvanized, Tinned and Cop- 
pered finishes. 

Put up in 8-inch inside diam- 
eter coils, weighing 12 pounds 
each and paper wrapped. 
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Soft Galvanized 
Wire Now in 
Handy Coils 



The same high grade wire as put up in larger coils is now available 
in HANDY 10 or 2 5 pound coils. Sizes 9 to 18, inclusive. 

Easy to handle and easy to display — Packs well in stock — Saves 
Dealers time — No cutting from large coil necessary — Avoids tangled 

wire. 

A handy coil for quick and convenient use. 




8' Inside Diameter 25 Lb. Coil 22' Inside Diameter 
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American Wire and 
Peerless Tacks 

"1PME 




j L i] 




Made of High Grade Tack Steel 
Strong Heads — Sharp Pointed 

Furnished in either carpet, upholsterer, bill-poster or 
railroad styles in polished, blued, tinned, coppered or 
galvanized finish. 

Manner of Packing 

^-lb. papers packed in packages of 12 Dane™ 
(called a dozen) and 50 dozen in a full caseXt 
t Y & a p ? pers l P acked in packages of 12 papers 
(called a dozen) and 50 dozen in a full case lot 

inn 1K«" P 9 a rf?T rS are ^ do ^ ened ^d are packed 
100 bs. (200 papers) in a full case. 

1-Ib. papers are packed 100 lbs. (100 papers) 
to a full case lot. 

All packages are Packed Full Net Weight of 
the Size or Kind Designated. 

Solid Copper Tacks 

. Where moisture is encountered where weather resistance 

from^O^PER bett6r ta ° k be USCd tHan th ° Se made 



We issue a completely illustrated TACK catalogue 
giving full details. 
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AMERICAN and PEERLESS 

TACKS IMPROVED 

I /-VV.I\0 PACKAGES 




ATTRACTIVE 
COLORS 

SUPERIOR IN EVERY WAY 

. • AND 

T H E S A M E 
HIGH QUALITY 
OF TACK 
INSIDE THE 
P A C K A G E 



The American Steel & Wire 
Company is proud of its 
new American and Peerless 
Tack packages ... but it is 
still more proud of the 
quality tacks, they enclose. 
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LIST PRICES AND WEIGHTS 

Galvanized AMERICAN Clothes Lines 

HOLLOW CABIE 



Description 


American 
Steel & 

WireCo.s 
STEEL 
WIRE 

GAUGE 
No. 


List Price per 
Dozen Coils 
Bbl. Lots 


No. 




No. 
of 
Wires 


100 
Ft. 


75 
Ft. 


50 
Ft 








22 


$ 5.60 


$4.40 


$3. 15 


1 




7 


2 




9 


22 


6.30 


4.95 


3.50 








3 




12 


22 


7.50 


5.90 


4.20 


4 




11 


20 


9.30 


7.30 


5.20 



TWISTED 



16 
17 
18 
19 

20 




6 


16 


$11 


70 


$9 


20 


55.55 


6 


17 


9 


00 




10 


5.05 


6 


18 


7 


20 


5 


65 


4.05 


6 


19 


6 


00 


4 


70 


3.35 


6 


20 


5 


30 


4 


IS 


2.95 



SOLID 



8 




1 


8 


$10.40 


$8.40 


$6.20 


9 




1 


9 


9.00 


7.25 


5.35 


10 




1 


10 


7.80 


6.25 


4.65 



FOUR STRAND No. 20 Bbl. Lots 



100-f t. lengths, per doz $4 . 00 

75-ft. lengths, per doz 3^15 

50-f t. lengths, per doz " " 2 ! 25 

40-ft. lengths, per doz . . . \ t 2 .10 

Twisted and Hollow Cable Wire Clothes Lines on Reels 
List Price per Reel 





1500 


2000 


2300 


3000 


4000 


5000 


6000 


8000 


10.000 




Ft. 


Ft. 


Ft. 


Ft. 


Ft. 


Ft. 


Ft. 


Ft. 


Ft. 


No. 1 


i 8.00 


$10.60 


$12.95 


$15.10 


$20.20 


$25.20 


$30.20 


$40.40 


$50.40 


No. 2 


9.00 


12.00 


14.60 


17.00 


22.70 


28.35 


34.00 


45.40 


56.70 


No. 3 


10.70 


14.25 


17.30 


20.25 


27.00 


33.75 


40.50 


54.00 


67.50 


No. 4 


13.25 


17.70 


21.50 


25.10 


33.50 


41.85 


50.20 


67.00 


83.70 


No. 16, . 


16.60 


22.20 


27.00 


31.60 


42.10 


52.65 


63.20 


84.20 


105.30 


No. 17, . 


12.80 


17.10 


20.80 


24.30 


32.40 


40.50 


48.50 


64.80 


81.00 


No. 18 


10.30 


13.70 


16.70 


19.50 


25.90 


32.45 


39.00 


51.50 


64.90 


No. 19 


8.60 


11.40 


13.90 


16.20 


21.60 


27.00 


32.40 


43.20 


54.00 


No. 20 


7.60 


10.00 


12.30 


14.30 


19.10 


23.95 


28.60 


38.20 


47.70 
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AMERICAN STEEL & WIRE COMPANY'S 

Perfected 
Telephone and Telegraph Wire 
And Perfected Strand 

A new process of tight zinc coating that is smooth, deeply laid 
and as naturally flexible as the wire. 

Produced in the old reliable brands, "Extra BB," "BB," and 
"Steel." 

Prices quoted upon request 

Perfection Door Springs for 
Screen Doors 




The best steel is used in the manufacture of these springs, ensuring 
permanent resiliency and freedom from breakage. A cheap yet per- 
fect spring, for screen doors or other doors — simple, easily applied. 
Two screw-hooks — one in the door and one in the frame — are all 
that is required to attach. 

Packed in paper boxes as illustrated, 1 dozen in a box, with 
japanned screw-hooks, 1 to 5-gross cartons. 

Gate Springs 




(Hook Ends) 

Made from No. 12 wire; 1% inches outside diameter, 16 inches 
long over all, hook on each end, japanned finish. 

Packed K dozen in paper boxes, witL staples. H gross in a caa». 
Weight per gross 152 pounds. 
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American Hexagon Fur Farm Netting 

Especially designed to enclose Foxes, Mink, 
Muskrats, Skunks and all other fur bearing 
animals. 

This netting is carefully made especially for 
fur farm requirements and will hang evenly. 

Three wire cables of high resistance steel with 
tension curves at frequent intervals, form the 
top and bottom selvages. 

In combination with American Galvanized 
Tubular Steel Posts and Galvanized Steel Gates, 
this netting forms a wall of unusual and enduring 
strength. 

The heavy coat of spelter or galvanizing ap- 
plied after the fabric has been woven gives great 
firmness and eliminates any crevices or pockets 
that might hold moisture and cause rust. 



MADE IN ALL SIZES 



Prices quoted promptly on request. 

We issue a completely illustrated catalogue 
giving full details on Netting, Guard Fence, Steel 
Posts and Steel Gates for Fur Farms. 

Galvanized 
Wire Netting 
Clamp 

Used for joining Fox and Fur 
Farm Fence and Netting. 

No. 12 Gauge Wire. 




American Steel & Wire Company 69 



HEXTRALINE 

The Improved Poultry Netting Offers 
Many Advantages 

Two Styles 

HEXTRALINE No. 2 HEXTRALINE No. 4 

Horizontals Spaced Horizontals Spaced 

TWO INCHES Apart FOUR INCHES Apart 




The line wires add to the strength of the netting. 

Hextraline is always uniform of measure. 

It is easy to erect, easy to handle; easy to unroll, unrolls 
evenly and lays out flat — no buckling ; simple and easy to 
stretch. 



Galvanized Before Weaving 



HEXTRALINE No. 2 


12" 


18" 


24" 


30" 


36" 


48" 


60" 


72" 
82 
60 


2" Mesh No. 19 Lbs. 


15 


22 


29 


36 


43 


55 


68 


2" Mesh No. 20 . Lbs. 


11 


17 


22 


27 


31 


40 


50 




HEXTRALINE No. 4 


12" 


18" 


24" 


30" 


36" 


48" 


60" 


72" 


2" Mesh No. 19 Lbs. 


13 


20 


26 


32 


38 


48 


58 


70 


2" Mesh No. 20 Lbs. 


10 


15 


20 


23 


27 


35 


43 


52 


Galvanized After Weaving 


HEXTRALINE No. 2 


12" 


18" 


24" 


30" 


36" 


48" 


60" 


72" 


2" Mesh No. 19 Lbs. 


17 


24 


30 


38 


45 


59 


75 


90 


2" Mesh No. 20 Lbs. 


13 


18 


23 


28 


32 


42 


52 


62 




HEXTRALINE No. 4 


12" 


18" 


24" 


30" 


36" 


48" 


60" 


72" 


2" Mesh No.' 19 Lbs. 


15 


22 


27 


34 


40 


52 


65 


78 


2" Mesh No. 20 Lbs. 


12 


16 


21 


24 


28 


37 


45 


54 



Prices upon application. 
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AMERICAN HEXAGON 
POULTRY NETTING 

Galvanized before Weaving — 
Galvanized after Weaving 

This fence is made from specially prepared 
steel. Fabricated and galvanized by the latest 
improved process, that insures longer life and 
maximum weather protection. Rolls are com- 
pact to save space in storage and shipping. 

Rolls out flat — and stretches even, thus saving 
time and trouble in erection as well as assur- 
ing a better looking fence. 

Carried in stock — all widths — 12 to 72 inches. 
Special widths up to 96 inches made to order- 

HOW TO ORDER 

Specify si2e of mesh, gauge of wire, width, and 
whether you want Netting galvanized before 
weaving or galvanized after weaving. 



SIZES AND MESH 



INCHES 
WIDE 


12* 


18' 


24" 


10" 


86* 


42' 


42' 


60' 


72' 


Mesh 


Wire 












2' 

r 
r 
r 
r 

\w 

i 

¥ 

V 
V 
V 
V 

%• 
2* 
3 // 


no. ts 

No. If 
No. 13 
No. 19 
No. 20 
No 15 
No. 16 
No. 18 
No IS 
Nc.20 
No. 16 
No. 17 
No, 18 
No. 19 
No. 20 
No. 18 
No. 19 
No. 20 




















Square Feet 
In One Roll 


150 


22S 


100 


S7S 


450 


625 


MO 


750 


900 
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RELATIVE SIZES OF AMERICAN 
POULTRY NETTING MESH 



Regular Sizes Manufactured 




American Hexagon Poultry Netting Galvanized Be/ore Weaving 
and Galvanized After Weaving 
Regular Sizes Manufactured— 1 2'- 18 '-2 4'- 30'- 36*-42 '-48 '.60*. 7 2" 
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BANNER POULTRY FENCE 

Specification No. 17 
{Formerly Banner Standard} 



y/i 
3f 
DF 

37." 

37a" 

3Z~ 
37/ 

w 
3V 

y/i 
y£ 

37. r 

37/ 



31 BARS 64 INCHES 




This fence is one of the crowning achieve- 
ments of the American Steel and Wire Com- 
pany's years of metallurgical and fence 
manufacturing experience. 

It offers the maximum in service, long life 
and appearance, yet the cost is no more 
than ordinary poultry fence. 

The wire has the tensile strength and elas- 
ticity that our engineers have proven are 
necessary to insure durability. The galvaniz- 
ing is heavy and uniform, giving maximum 
defense against rust. 

A wide range of heights, coupled with a 
particularly close mesh graduated from the 
bottom — makes it an ideal fence where pro- 
tection against smaller destructive animals 
is important. 
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BANNER POULTRY FENCE 

Specification No, 17 
{Formerly Banner Standard} 

LIST PRICES OF BANNER 
POULTRY FENCE 



Design 
No. 


No. 
of 
Bars 


Height 

in 
Inches 


Approximate 
Weight in Lbs 
per Roll 


1012—4 


10 


12 


20.0 


1318—4 


13 


18 


25.9 


1624—4 


16 


24 


32.3 


1936—4 


19 


36 


39.7 


2248—4 


22 


48 


47.8 


2 560—4 


25 


60 


55.8 


2872—4 


28 


72 


62.1 


3184—4 


31 


84 


71.5 



SPECIFICATIONS No. 17 

Top and bottom horizontal wires or bars, 
No. 15. 

Intermediate horizontal wires or bars, No. 
17. 

Upright wires or stays, No. 17. 

Upright wires or stays, spaced 4 inches 
apart. 

Spacing of horizontals or bars graduated, 
first six at bottom of fence 1 Y& inches, next 
three 1 % inches, next six 1 % inches, re- 
maining bars 3 7 /s inches. 

Rolls of 1 50 feet each. 
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BANNER POULTRY FENCE 

Specification No. 17 Close Mesh 
{Formerly Banner Eclipse} 





























rt 






> 
































j. 


r 
































a* 




5 60 


1NCE 




































fh 








A FENCE VALUE — TRUE TO ITS NAME 

Here is a graduated spacing Poultry fence 
that can be stretched and erected like a field 
fence without special tools. No top or bot- 
tom boards required and when completed 
will stand for years — as straight — as true — 
as firm as the day it was erected. 

Every wire is made in our own mills and is 
of the same high quality as used in our other 
fences. Every wire is thoroughly galvanized 
against rust. Small spacing at the bottom 
insures safe protection for poultry of all 
sizes. Guaranteed to be an efficient durable 
poultry fence. 
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BANNER POULTRY FENCE 

Specification No. 17 Close Mesh 
{Formerly Banner Eclipse} 




LIST PRICES OF BANNER 
POULTRY FENCE 

SPEC. No. 17 CM 



Design 
No. 


No. 
of 
Bars 


Height 

in 
Inches 


Approximate 
Weight in Lbs. 
per Roll 


1424—4 


14 


24 


29.5 


1736—4 


17 


36 


37.7 


2048—4 


20 


48 


45.0 


2360—4 


23 


60 


53.2 


2672—4 


26 


72 


61.8 



SPECIFICATIONS No. 17 CM 

Top and bottom horizontal wires or bars 
No. 15. 

Intermediate horizontal wires or bars, No. 
17. 

Upright wires or stays, No. 17. 

Upright wires or stays, spaced 4 inches 

apart. 

Spacing from bottom to top in inches; 1,1, 
1, 1, I 1 /* 1V 4 > I 1 /* 1%. 2, 2l/ 4 » 2%. 3%, 
balance 4 inches. 
Rolls of 150 feet each. 
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BANNER POULTRY FENCE 

Specification No. 18 
{Formerly Banner Junior} 

28 BARS 72 INCHES 




This fence is offered to meet the increasing demand 
for a fence with the same high quality of steel as our 
other fences— but lighter in weight — and lower in 
price. 

The zinc coating of this fence is uniform, insuring 
protections— a perfect no-peel protection. The spac- 
ing is close enough to insure protection for the 
smallest chicken. 

Though this fence is light in weight — it is so designed 
that it may be erected like regular field fence — with- 
out top or bottom rail. The non-projecting, smooth 
knot is a light, safe knot. 

SPECIFICATION No. 18 



Design 
Number 


No. 
of 
Bars 


Height 

in 
Inches 


Approximate 
Weight in Lbs. 
per Roll 


1936—6 


19 


36 


26.4 


2248—6 


22 


48 


31.4 


2 560—6 


25 


60 


36.2 


2872—6 


28 


72 


41.1 



Top and bottom horizontal wires or bars, No. 16. 
Intermediate horizontal wires or bars, No. 18. 
Upright wires or stays, No. 18. Upright wires or 
stays, spaced 6 inches apart. 

Spacing of horizontal or bars graduated, first six at 
bottom of fence, lVa inches, next three 1% inches, 
next six V/% inches, remaining bars 3% inches. 
Rolls of 150 feet each. 
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BANNER POULTRY FENCE 



Specification No. 18 Close Mesh 
{Formerly Banner J, E.} 




The very small spacing at the bottom insures safe 
protection for poultry of all sizes. There are no top 
or bottom boards required. Easy to put up. Can be 
stretched like a field fence. Every wire is thoroughly 
galvanized — insulated against rust. 



SPECIFICATION No. 18 CM 



Design 
No. 


No. 
of 
Bars 


Height 

in 
Inches 


Approximate 
Weight in Lbs. 
per Roll 


1736—6 


17 


36 


2 5.0 


2048—6 


20 


48 


29.7 


2360—6 


23 


60 


34.4 


2672—6 


26 


72 


39.0 



Top and bottom horizontal wires or bars, No. 16. 
Intermediate horizontal wires or bars, No. 18. 
Upright wires or stays, No. 18. 
Upright wires or stays, spaced 6 inches apart. 
Spacing from bottom to top in inches: L, 1, I. 1, I Vt* 
1 Vi, I l A, l 3 /i 2. 2 Vi, 2 34, 3%, balance 4 inches. 

Rolls of 150 feet each. 

Made at Fairfield, Ala., Only 
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MANUAL 
*/ 

CARPENTRY 
SECTION 

INDEX 

Manual of Carpentry I to XXIX 

Actuary's Estimate Tables XX 

Area of Openings XVII 

Approx. No. Wire Nails per lb XXVIII 

Capacity of Cribs and Bins XVI 

Depreciation XIII 

How to Figure Lumber VIII 

How to Make Blue Prints XIV 

Nails — Kind and Quantities Required. . I-II-III 

Penny System IV 

Rafters and Gables XV 

Roof Pitches XIX 

Safe Loads for L. L. Yellow Pine IV-VIII 

Square Feet in Ceiling and Walls XXIV 

Strength of Joists .IV 

Tapering Lumber XXII 
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The 6 'Penny 9 9 System 

The "penny" system of designating nails originated in 
England. Two explanations are offered as to how this 
curious designation came about. One is that the six penny, 
four penny, tenpenny, etc, nails derived their names from 
the fact that one hundred cost sixpence, fourpence, etc. 
The other explanation, which is more probable, is that one 
thousand tenpenny nails, for instance, weighed ten pounds. 
The ancient as well as modern abbreviation for penny is 
"d," being first letter of the Roman coin denarius ; the 
same abbreviation in early history was used for the Eng- 
lish pound in weight. At any rate, the penny has persisted 
as a term in the nail industry. 

Strength of Joists 

The table herewith has been carefully calculated by this 

" ^ " , , 2 x thickness x square of width x A 

Safe load = 5 — — — 7 — : 

bpan in feet 

in which the value of A is 1-18 of the fiber strain or 
modulus of rupture for safe loads. It is the formula used 
in modern construction by P. E. Kidder and other noted 
civil engineers. ^ Uge 

What size joists are required in a hay bay 20 feet wide, 
40 feet long and 12 feet high, the joists being supported at 
the ends only ? The cubic contents = 20 x 40 x 12 or 9,600 
cubic feet. At 512 cubic feet to the ton this bay will hold 
1834 tons or 37,500 pounds. Supposing the joists to be set 
24" on centers there would be 21 joists and each would 
have to carry 1-21 of 37,500 pounds or 1785 5-7 pounds. 
Referring to the table the safe load for 1 x 1020 is 1000 
pounds. This multiplied by Wa" the exact thickness of the 
joists = 1750 pounds, whereas provision must be made for 
1785 pounds; therefore 3 x 10's must be used or the 
2 x 10's must be set closer than 2 feet on centers. 

Economy 

It also indicates the economical sizes to give best results. 
For example, the safe load for a 4 x 4 16 is 800 pounds 
(4 x 200) while the safe load for a 2 x 6 is 900 pounds 
(2 x 450), showing that while the 2 x 6 contains much 
less material, yet when used on edge it is % stronger than 
the 4x4. 

Safe Quiescent Loads Uniformly Distributed 
for Long Leaf Yellow Pine 

( Set on edge and supported at both ends. Multiply weight 
given by exact thickness of joists used. 
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flg^The safe loads estimated are for clear pieces and 
full sizes. On account of scant sizes and more or less 
defective stock, an allowance of 20 per cent must be made. 
For example, the safe load for a 1 x 8-8 is 1600 pounds, 
and for a 2 x 8-8 two times this or 3200 pounds. But for 
reasons stated 20 per cent must be deducted, reducing the 
safe load of a 2 x 8-8 to 2560 pounds. 

The safe load for fir is 90 per cent of above long leaf 
yellow pine, for white oak 75 per cent ; for short leaf yel- 
low pine and Norway pine 70 per cent; hemlock 65 per 
cent; white pine 60 per cent; spruce 70 per cent; cast iron 
222 per cent ; wrought iron 666 per cent, and medium steel 
888 per cent. 

I. When the load is concentrated midway between the 
supports, take only half of above load. 

II. For beams fixed at one end the other unsupported 
and the load uniformly distributed takes one- 
fourth of above loads, if the load is concentrated 
on the unsupported end, then take only one-eighth 
of above. 

III. In the above, the safe load includes the weight of 
the joists, which must be deducted to get the net 
or superimposed safe load. 

IV. Joists longer than 12 times their width used with- 
out intermediate supports are apt to crack plas- 
tered ceilings. 
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On the previous page are results of full size columns 
tested at the United States arsenal at Watertown, Mass., 
by James H. Stanwod, who is instructor in civil engineer- 
ing at Massachusetts Institute of Technology, as quoted 
by Frank E. Kidder in his "Architect's Pocket-Book." 
The table is based on the following formula : 

Safe load per square inch of cross section = 
length in inches 

1000— (10 X — 

breadth in inches 
Other woods gave the following, to-wit : 
Short leaf yellow pine : 
Safe load per square inch of cross section = 
length in inches 

■ 850— (8.5 X — 

breadth in inches 

Oak and Norway pine : 
Safe load per square inch of cross section = 
length in inches 

750— (7.5 X ■ — r- 

breadth in inches 

White pine and spruce: 
Safe load per square inch of cross section = 
% length in inches 

625— (6 X 

breadth in inches 

For the breadth use shortest side, i.e., in a 4 x 6 the 
breadth is 4 inches. The results from above equasions 
multiplied by area of cross section give the safe load 
in pounds. 

How to Figure Lumber 
Board Measure 

Lumber is usually reckoned by Board Measures, the 
unit being a square foot one inch thick. 

Lumber less than one inch thick is usually figured as 
of one inch. 

The ordinary way of finding the contents of squared 
lumber is to multiply together the length in feet, the width 
and thickness in inches and divide the product by 12. 

Figuring lumber by the above rule is a slow process, 
and the following system is adopted by experts whose 
business makes rapid calculation essential to their success. 



) 



) 
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Multiply together the thickness and width in inches, 
divide the product by 12 and multiply result by the length ; 
the answer is Board Measure contents. 

Examples 

A few examples will show the system for finding the 
contents of standard sizes in a few seconds and many of 
them without a moment's hesitation. 



Example: Find the Board Measure contents of the 
following sizes : 



Pes. 


Size 


Length 


B. M. 


1 


2x 8 inches 


30 feet 


40 


1 


4x10 inches 


18 feet 


60 


1 


10x10 inches 


36 feet 


300 


1 


20x20 inches 


60 feet 


2000 



Operation 

2x8 equals 16 divided by 12 equals 16/12 or V/$. When 
this is multiplied by the length the answer is 40 feet ; in 
other words, add one-third to the length and you have the 
Board Measure contents. 

Operation 

4x10 equals 40 divided by 12 equals Z 1 /^ or 10/3. In this 
instance a cipher is added to the length and when this is 
divided by three the result is 60 feet Board Measure con- 
tents. 

10x10 equals 100; this divided by 12 equals 8^, or 
100/12. It is easier to multiply by 100 and divide by 12 
than to multiply by 8^j, therefore add two ciphers to the 
length and divide by 12; the result is 300 feet Board 
Measure contents. 

20x20 equals 400, divided by 12 equals 33^, or 100/3. 
All that is necessary is to add two ciphers to the length 
and divide by 3 ; the result is 2000 feet, Board Measure 
contents. 

After a short reflection on the above method, it will be 
apparent , to everyone that when this system is used I have 
made good my statement that the contents of any ordinary 
stick of lumber can be figured inside of a few seconds. 

The following standard sizes and multiples for same 
will serve as a basis for practice, and when memorized 
will benefit those who wish to become rapid in figuring 
lumber, and at the same time may prove a stepping stone 
to a better position and successful career. 
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Standard Sizes and Multiples 

1x3 Divide lineal feet by 4. 

1x4 Divide lineal feet by 3. 

1x6 Divide lineal feet by 2. 

1x8 Multiply lineal feet by 2 and divide by 3. 

1 xlO Multiply lineal feet by 10 and divide by 12. 

1 xl2 Lineal feet and Board Measure the same, 
2x3 Divide lineal feet by 2. 

2 x4 Multiply lineal feet by 2 and divide by 3. 
2 x 8 Add to lineal feet ]/ 3 of amount. 

2 xlO Multiply lineal feet by 10 and divide by 6. 

2 xl2 Multiply lineal feet by 2, 

3x3 Multiply lineal feet by 3 and divide by 4. 

3x4 Lineal feet and Board Measure the same. 

3x6 Add to lineal feet y 2 the amount. 

3x8 Multiply lineal feet by 2. 

3 xlO Multiply lineal feet by 10 and divide by 4. 

3 xl2 Multiply lineal feet by 3. 
4x4 Add to lineal feet Y A of amount 
4x6 Multiply lineal feet by 2. 

4x8 Multiply lineal feet by 3 and subtract V 3 lineal feet 
from amount. 

4 xlO Multiply lineal feet by 10 and divide by 3. 
4 xl2 Multiply lineal feet by 4. 

8x8 Multiply lineal feet by 5^j. 

10x10 Multiply lineal feet by 100 and divide by 12. 

12x12 Multiply lineal feet by 12. 

14x14 Multiply lineal feet by 16 l / 3 . 

16x16 Multiply lineal feet by 2V/ 3 . 

18x18 Multiply lineal feet by 27. 

20x20 Multiply lineal feet by 100 and divide by 3. 

22x22 Multiply lineal feet by 40 J / 3 . 

24x24 Multiply lineal feet by 48. 

Another Method 

A handy method for computing Board Measure con- 
tents preferred by a number of lumbermen is as follows : 
For all 12 ft. lengths multiply width by thickness. 
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For all 14 ft. lengths multiply width by thickness and 
add 1/6. 

For all 16 ft. lengths multiply width by thickness and 
add 1/3. 

For all 18 ft. lengths multiply width by thickness and 
add 1/2. 

For all 20 ft. lengths multiply width by thickness and 
add 2/3. 

For all 22 ft. lengths multiply width by thickness and 
add 5/6. 

For all 24 ft. lengths multiply width by thickness and 
double. 

Some objection may be taken to the use of 2/3 and 5/6, 
but often by transposition you can substitute 1/6, 1/3 
or 1/2 as in the following: 

Examples: 

10 pes. 1x18—22 changed to 10 pes. 1x22—18. 
16 pes. 1x22 — 20 changed to 20 pes. 1x22 — 16. 

In the first example instead of multiplying 10x18 and 
adding 5/6 to the result, multiply 10x22 and add one-half 
to the result, which will give 330 ft. Board Measure. In 
the second item instead of multiplying 16x22 and adding 
2/3 multiply 20x22 and add 1/3 which gives 586% ft. 
Board Measure. 

The above system is very handy when figuring lumber 
from 12 to 24 feet in length and also where odd widths 
and thicknesses frequently occur. 

To Convert Board Measure to Lineal Feet, simply re- 
verse the multiple used to bring lineal feet to Board Meas- 
ure ; in other words, multiply Board feet by 12 and divide 
by thickness and width. 

Example: How many lineal feet are there in 1000 feet 
Board Measure of 2x8? 

Process: 

1000 
12 



2) 12000 



8) 6000 



750 lineal feet. Answer. 
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Car orders frequently call for a specified amount of 
sizes containing special lengths. Before proceeding to load 
it is necessary to find the number of pieces required. 

Find the number of pieces in the following order : 
1000 ft. B.M. 2x4-14. 
1000 ft. B.M. 2x4-16. 
1000 ft. B. M. 2x4-20. 

Bring the Board Measure to lineal feet as shown in 
previous example, then divide the length into lineal feet. 
The result will be the number of pieces. 

Process: 

1000 
12 



2) 12000 



4) 6000 



1500 lineal feet. 

The lineal feet given is now divided by the respective 
lengths and the following answer is obtained : 

107 Pes. 2x4—14 containing 998 ft. 8 in. B. M. 
94 Pes. 2x4— 16 containing 1002 ft. 8 in. B. M. 
75 Pes. 2x4—20 containing 1000 ft. B. M. 

3001 ft. 4 in. B. M. 
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FIGURING 
SQUARE 
TIMBERS 



This method of computing the Board Measure contents 
of square or rectangular timbers that exceed 12 inches one 
or both ways, is known to but very few, if any, lumber- 
men. It is a rapid way of figuring the majority of sizes, 
and on account of its simplicity the system is easily com- 
mitted to memory. 
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How to Make Blue Prints 

The paper, which may be bought ready for use, should 
be stored in a dry place and be entirely shielded from the 
sunlight until used. 

1. Provide a smooth board as large as the tracing to 
be copied. 

2. Lay on this two or three thicknesses of common 
blanket to give a slightly yielding backing for the paper. 

3. Lay on the blanket the prepared paper with the sen- 
sitive side up. 

4. Lay on the paper the tracing, smoothing it out as 
perfectly as possible to insure perfect contact with the 
paper. 

5. Lay on the tracing a piece of clear plate glass, which 
should be heavy enough to press the tracing close down 
upon the paper. 

6. Expose the whole to a clear sunlight from six to ten 
minutes. If a clear sky can be had, the exposure must be 
continued from thirty to forty-five minutes, and under a 
cloudy sky sixty to ninety minutes. 

7. Remove the prepared paper and drench it in clear 
water, and hang it up by one corner to dry. 

The paper is of a full yellow or bronze color. After 
the exposure to the light the surface becomes a darker 
bronze and the lines of the tracing appear still darker on 
the surface. Upon washing the paper the characteristic 
blue tints appear with the white lines of the tracing in 
vivid contrast. 
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Roof Pitches 

This diagram shows the three standard roof pitches that 
are used by all carpenters who put up buildings. But some 
good workmen are not sure of all the terms that are used 
to describe them. 

Pitch means the angle or slant of the rafters in a 
straight line from the eaves to the peak of the roof. 




Rise means the verticle elevation of the rafter at a given 
point. The term "rise" is always used in connection with 
the term "run." A roof rises a certain number of inches 
to each foot of the run. 

Run is the horizontal measurement from the plate to the 
center line of the building. 

Rise is the vertical climb of the rafter expressed in feet. 

For example, the rise of a half pitch roof is equal to the 
run, which means that the distance from the plate to the 
center line of the building is the same as the distance from 
the center line to the peak. The rise of a one-quarter 
pitch roof is just half as much. 

The Actuary Way to Figure Roof Spaces 

The exact area of any roof, regardless of its shape, no 
matter how it may be cut up, is accurately determined as 
follows. Get the exact area from outside to outside of the 
walls on the level of the plates on which the rafters rest 
and add for the different roof pitches as follows : 

One-fourth pitch add to area on square. . . .12 per cent 
( )nc-third pitch add to area on square. . . .20 per cent 
One-half pitch add to area on square. .. .42 per cent 
Three -eighths pitch add to area on square. 25 percent 
Five-eighths pitch add to area on square. , .60 per cent 
Three-fourths pitch add to area on square. 80 per cent 
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To the results thus obtained add the cornice projection 
all round. This gives the roof area sufficiently accurate 
for all practical purposes. For illustration, take a third 
pitch hip-roof — building 30 by 30 or 900 square feet at the 
square. Adding 20 per cent, or 180, gives 1080 as the roof 
area, including all dormers but excluding all cornice 
projections. Had there been a deck 5 by 6, or 30 square 
feet, then 30 plus 20 per cent should be deducted or 36 
feet from 1080 = 1044 as the roof area, exclusive of deck 
and cornice projections. 



Actuary's Estimate Tables 

To Find Quantities of Lumber Required 

STUDDING on 16 inch centers. Estimate one to the 
lineal foot. This allows for doubling at openings and 
at corners. 

JOISTS AND RAFTERS on 16 inch centers. To Hoi 
the length of the building add 1, thus : For a building 
16x32, H of 32 = 24, to which add 1, or 25, being the 
joists required, or the rafters for 1 side. Add 1 or 2 
for each bearing partition. 

ROOF SHEATHING LAID SOLID. To full area of 
roof add 10 per cent for waste. If laid 2 inches apart 
% of above will be required. 
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Drop siding, ceiling, and partition same as above. 
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SHINGLES 

When exposed 

4" to the weather require 9 to the sq. ft. 
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Add 
1-10 for 

Waste 



CORNICES. Multiply the total lineal feet, by the com- 
bined width of planceer, frieze, and fascia thus : If 
the planceer is 12 inches, the frieze 8 inches, and the 
fascia 4 inches, the combined width is 24 inches or 2 
feet b. m. to the lineal foot of cornice. 

CORNER BOARDS AND OUTSIDE BASE. Estimate 
on same plan as cornices and then add J4 if of Wa 
or y 2 if of l l / 2 stuff. 

BRIDGING. Multiply the total lineal feet, measuring 
each string in a straight line by the following : 
For 2x6, 2x8 or 2x10 on 16 inch centers by 2 
" 2x12 16 " " " 2y 4 

" 2x14 16 " " " 2y 2 

" 2x6 and 2x8 12 " " " 2 

" 2x10 and 2x12 12 " " * 2}i 
" 2x14 12 » " " 2% 

LATTICE 

1% wide multiply area by 12 for lineal feet required. 

\y g « « * * io « « « 

1^ « » « « g « «< « « 
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LATH 



Lath when laid H, inch apart, as for lime, require l l / 2 
to the square foot, or 16^ to the square yard to which add 
4% for waste, making practically 14 to the square yard. 
So to find the lath required increase the square feet to be 
lathed by l / 2 thus : 900 square feet require 900 J r 1 / 2 oi 
900 or 1350 lath plus 4% = 1404. 

When laid % inch apart, as for cement plasters, require 
7 per cent more lath. 

When there are no openings add 10 per cent to amount 
obtained by above. 



How to Figure Trapezoids, or Boards With Only 
Two Parallel Sides 

Find the Board Measure contents of a board one inch 
thick, whose parallel sides are 16 feet and 20 feet in length 
and 8 inches wide. 



Add together the two parallel sides, and divide their 
sum by 2, multiply the result by the inches in width and 
divide by 12. The answer is 12 feet Board Measure 
contents : 

Operation: 



16 
20 

2)~6 

18 
8 

12) 144 



Find the Board Measure contents of a board one inch 
thick, 24 feet long whose parallel ends are 10 inches and 
18 inches respectively. 



Tapering Lumber 




12 ft. Board Measure. 
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10 
18 

2) 28 

~~14 
24 

12) 336 

28 ft. Board Measure. 




Operation: 
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Sizes of Wire 

American Steel & Wire Co.'s Steel Wire Gauge 





American Steel < 
Wire Company's 
STEEL WIRE 
GAtJGE 
No. 


Sizes of Wire 


Weight 
One Mile 
Pounds 


Pounds 


Feet 


o 


Common 
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' ■ 
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List of Other Products 

Made by 

American Steel & Wire Company 

for which 

separate illustrated catalogues are issued 



Electrical Wires and Cables 

Rubber Covered Wire — 
Americore, Amerite. 

Ignition Wire 
Magnet Wire 

Perfected — Telephone and 
Telegraph Wire 

Trolley Wire 
Signal Wire 
Radio Wire 
American Wire Rope 
Wire Strand 

Airplane Wire and Strand 
Piano Wire — Perfected 
Pipe Organ Wire 
Mattress Wire 
Weaving Wire 
Broom Wire 

Flat Wire— Cold Rolled 
Strip Steel 

Fence Wire 

Spoke Wire for Wire Wheels 
Wire Hoops 



Rail Bonds 
Bale Ties 
Aerial Tramways 

Tacks 

Woven Wire Fences — Zinc 
Insulated 

Fence Gates 

Corn Cribs 

Steel Fence Posts 

Concrete Reinforcement 

Stucco Reinforcement 

Springs 

Clothes Lines 

Sulphate of Iron 

Wire Rods 

Welding Wire 

Screw Stock 

Cold Drawn Steel — 
round, square, hexagon, 
special shapes 

Poultry Netting 

Fox Farm Netting 

Wire of Every Description 
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INDEX 

Anchor Nails, Dual Heads 37 

Asbestos Shingle Nails 26 

Banner Poultry Fence . . • « 72*77 

Barbed Car Nails 12. 13, 51 

Barbed Roofing [Nails 29. 31 

Barbed Wire 5T " 60 

Barldess Wire 61 

Barge Spikes 42 

Barrel Nails 2t * 

Basket Nails M 

Beer Case Nails 40 * 11 

Berry Box Nails 21 

Boat Spikes 45 

Boat Nails 28 

Box Nails 14,15. 52, 53 

Box Nails, Smooth I 4 

Box Nails, Barbeil 15 

Brace Wire 62 

Brads 17 

Brick Staples. ,f > 4 

Broom Nails 23 

Car Nails 12, 13. 51 

( using Nails 1° 

Clinch Nails 21 

Clothes Lines • 00 

Clout Nails . . I 8 

Coiled Spring Steel Fence Wire - 61 

Com moil Nails ^ 

Concrete Nails 33 

Cooler* 50 

Copper N jils ■ • - 47 

Corkers 53 

Dating or Marking Nails . 43 

Door Springs ° 7 

Dowel Pins 24 

Duplex Head Naili 36 

Egg Case Nails ■ 30 

Egg Case or Crale Fasteners 46 

Escutcheon Pins 33 

Extras on Wire 62 

Felt Roofing Nails 3i 

Fence Nails I 9 

Fence Staples 56 

Fine Nails, Bright 20 

Finishing Nails 16 

Fire Door Nails 47 

Flat Head Wire Nails • 4 

Flat Twisted Ribbon Wire 61 

Floor Nails, Parquet **0 

Flouring Brads I 7 

Flooring Nails 27 

Foundry Nails 23 

Fox Netting °8 

Fur Farm Netting *>8 

Galvanized Coiled Spring Steel Fence Wire 61 
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Gate Springs 67 

Gutter Spikes 39 

Hinge Nails 22, 38 

Hoop Fasteners 34 

Hoop Nails 34 

Hoop Staples 55 

Kuphed Barbed Dowel Pins 24 

Kuphed Nails 35 

Lath Nails 19, 2f> 

Leak Proof Roofing Nails , . 32 

List of Products . , , 109 

Manual of Carpentry 78 

Meat Tag Fasteners 46 

Metal Lath Nails 19 

Metal Lath Staples 55 

Miscellaneous Nails, list price* 5, 7 

Mrs. McGregor's Nail Boxes 34 

Nail Card 8 

Nails and Brads, Packages 4 

No. of R. R. Spikes to keg 44 

Pearson Coated Nails. v 48, 54 

Plaster Board Nails 25 

Poultry Fences 69-77 

Poultry Netting Staples 55 

Railroad Spikes 44 

Ribbon Wire 61 

Ribbon Wire Staples 55 

Roofing Nails 29, 30, 31, 32 

Saddlery Nails (Hame Rivets) 39 

Shade Nails 33 

Shade Roller Pins . 33 

Sheet Roofing Fasteners 46 

Shimming Spikes 43 

Shingle Nails 23, 25, 26 

Siding Nails 19 

Sign Nails 41 

Sinkers 54 

Sizes of Wires 108 

Slating Nails 18 

Spikes, Round 10, 11 

Staples 54, 55, 56 

Steel Fence Post Staples 56 

Sterilized Blue Lath Nails 20 

Stock Items of Miscellaneous Wire Nails and Brads 6 

Stone Wire 62 

Tacks 64, 65 

Telephone and Telegraph Wire — Perfected 67 

Twisted Barbless Ribbon and Coiled Spring Steel Fen re Wire 61 

Wagon Nails 38 

Wire 61-63 

Wire, Barbed 57-60 

Wire Brads 4 

Wire Gauge 108 

Wire It'mllft, Solid Copper 47 

Wire N Hting Clamp 68 

Wire Staples 54-56 

V/ood buingle Nails , , , , . . , , 23 
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SUBSIDIARY OF UNITEdIE&STATES STEEL CORPORATION 



SALES OFFICES 

ATLANTA 696 Whitehall St., S.W. 

BALTIMORE First National Bank Bldg. 

BIRMINGHAM Brown Marx Bldg. 

BOSTON. Statler Building 

BUFFALO 670 Ellicott Street 

CHICAGO 208 So. La Salle Street 

CINCINNATI Union Trust Building 

CLEVELAND Rockefeller Building 

DENVER First National Bank Bldg. 

DETROIT 1818 Buhl Building 

HOUSTON Petroleum Building 

KANSAS CITY 417 Grand Avenue 

MEMPHIS Steriek Bldg. 

MILWAUKEE Bankers Building 

NEW YORK Empire State Bldg. 

OKLAHOMA CITY Ramsey Tower 

PHILADELPHIA Widener Building 

PITTSBURGH Frick Building 

SALT LAKE CITY Walker Bank Bldg. 

ST. LOUIS 506 Olive Street 

ST. PAUL First National Bank Bldg. 

WILKES-BARRE Miners Bank Bldg. 

WORCESTER 94 Grove Street 

*SAN FRANCISCO Russ Building 

»LOS ANGELES 2087 E. Slanson Ave. 

♦PORTLAND 777Nicolai Street 

•SEATTLE 4th Ave. So. & Conn. St. 

♦Columbia Steel Company 

Export Distributors ; 
UNITED STATES STEEL PRODUCTS CO., 
30 Church St., NEW YORK, N. Y. 
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